MCGRAW ELECTHIC COMPANY. Toastmaster 
Products Division © 
a happy new note to your parties 
eee Toastmaster Hospitality set. 
(Toaster and trays) Sheet. 


© 50Seph.9; KK4Z852. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Add appetite appeal..enjoy more cus- 
tomers] (Toastmaster automatic 
toaster, roll and food warmer) 


Clipping. © 17Sep8; «x30138. 





McGraw electric company. Toastmaster 
products “ivision, claimant. 
dd variety and sparkle to your 
menus. (Roll and food warmers and 


toasters) [New York, Printed by 
Ahrens pub. co.] c19)7. 


lipping. 


Print, 

Appl. author: Frederick J. Wachter. 

© Toastmaster products division, 
McGraw electric co., Elgin, Ill.;3 
1OMarl7; ol KK11472. 


afp 1é6Aprl7 





KX 8652 


McGraw electric company. Toastmaster products 
division, claimant. 

Always first ... first all ways! eee (Automatic 
tlectric toaster) [New York, Printed by McGraw- 
Hill publishing co., inc.] cl947. 

clipping. 


Print. 
Appl. author: Frederick J. Wachter. 
Cj/15Jdan47; author, Elgin, Ill.; KX 8652. 


6 elg 3-7-47 





KK 5036 


McGraw electric co., Toastmaster products 
dive, claimant. : 


America’s best-known toaster} (Auto- 
matic electric toasters) {New York, 


Printed by Retailing home furnishings] 
e19).6 e ‘ 


clipping. 


Print. 
Appl. author: 


Frederick J. Wachter, 
© 7-17-16; 2 ¢ 7-25-.6; Elgin, 111.3; 
KK 5036. 


f 8-21-)6 
wo 





MCGRAW ELECTRIC COMPANY. Toast- 
master Products Division ©. 
America's most sought-after toaster. 

(Automatic toaster) Clipping. 
© 20may8; xx28529. 





MCGRAW ELECTRIC COMPANY» Toastmaster 
Products Division ©, 
Announcing a great new addition to 
7 the Toastmaster line. (Roll and 
food warmer) Polder, (C1ll+«0) 
© akmMay503 KK53159. 


9 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION Cy 
Announcing the new Toastmaster dem-= 
onstrator plan on toasters and 
waffle bakers. Pamphlet. Appl. 
author: J. De Elgine © liSep52;3 
KK7984,8. 





MCGRAW ELECTRIC COMPANY, 

Toastmaster Products Division © 
Announcing a new Toastmaster toaster. 
(Automatic toasters) Clipping. 

© 15Sepl}\7; KK18978. 





MCGRAW ELECTRIC COMPANY. TOASTMAS 
PRODUCTS DIVISION ©, —e 
Announcing the sensational new 

Toastmaster super de luxe toaster. 
World's only toaster with amaging 
new powereaction. Adv. from Elece 
trical merchandising, Feb. 1953, 
Ps 392. Appl. author: Edward 
J. Grabow. © 1FebS3; KK638)0. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Another wedding, another sale. Toast- 
master automatic pop-up toaster. 
Adv. from Electrical dealer, May 
1952, pe 65. Appl. author: Fred- 
erick J. Wachter. © 1May52; 
KK7),389. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Any time is waffle time with the new 
Toastmaster waffle services Polder, 
(DeGc50) © aireb50; KK53160, 





McGraw eledtric co. Toastmaster pro- 
ducts division, claimant. 
Any way you look at it, Toastmaster 
is lst. (Electric automatic 
[New York, Printed by McGrav 


B 
pub. co.] ©19)6. 


clipping. 

Print. 

Appl. authors: Fred J. Wachter. 
title; Toastmaster toaster 





MCGRAW ELECTRIC.COMPANY. TOASTMASTER 
PRODUCTS DIVISION ©. 
waffle profits 
ofe Toastmaster 

automatic waffle baker. Adv. from 
Chain store age, Mar. 1952, p. ll. 
Appl. author: Frederick J. Wach- 
ter. © SMars2 3 KK71629. 





MCGRAW ELECTRIC COMPANY, TOASTMASTER 

PRODUCTS DIVISION ©. 

Are you passing up waffle profits ... 
Toastmaster automatic waffle baker. 
Adv. from Food service, Feb. 1953, 
Pp. 37 Appl. author: Prederick J. 
Wachter. © 1FPebS53; KK82963. 





KK 5285 


McGraw electric co., Toastmaster products | 

div., claimant. 

‘B/G where ™ a meal a minute" means 
10,000,000 meals a year! (Automatic 
electric commercial toasters) [New York 
Printed by Restaurant management] c19)5. 


clipping. 


Print. : 
Appl. title: Where " a meal a minute"™ 
means 10,000,000 fo a yearl 
. Appl. author: F. J. Wachter. 
© 11-5-45; 2 ote -45,-1 ¢ 8-l-.6; 
Elgin, Ill.3 KK 
“ef 8-26- 6 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 2. 
/B@ a guést In your own home with this 
hospitality sett’ Sheet. © 20mar50; 
KK),7678. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
sure 8 a Toastmaster toaster and 
be pleased with yourself for years. 
Sheet. © 20apr9; KK38026. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Be sure {t's a Toastmaster toaster 
and look at all you'll enjoy! 
Sheet. © 23Febl9; xK38027. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
sure s @ Toastmaster toaster for 
ears of satisfaction! Sheet. 
23Mark9; KK38025. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Because its forever. Hint for these 
helpers you know will last. cBrides 
(Toaster, roaster oven, knife 
sharpener) From Modern bride, 
summer 1953, p» 76. Appl. author: 
Edward J. Grabow. © 3Apr53; 





~ &K13170 


McGraw electric co. Toastmaster products 


division, claimant. 

Bell ringer! Any way you look at it... 
(Automatic toaster) [NewrYork, Printed by 
McGraw-Hill pub. co.] c19\7. 

clipping. 

Print. 

Appl. author: Frederick J.Wechter. 

© McGrew electric co., Toastmaster 
products division, Elgin, I11l.; 1Mayl7; 
KK13170. 25Junh7 rs 





McGraw electfic co. Toastmaster products 


division, claimant. 

The best costs less} Automtic toaster) 
iChic.ago Printed by Domestic engineering 
co, 4 01 97. 

clipping. ‘ 


Print. 

Appl. author: Frederick J. Wachter. 

© McGraw electric co., Toastmaster 
products division, Elgin, Ill.; 16Junl,7; 


KK13995. 
@ ekg 7-18-47 





McGraw electric co. Toastmaster products 


Givision cla‘ mant. : 

The Sout costae Leses (Automatic toaster) 
sng eo Printed by Modern hospital pub. 
CCe ol Te 


clipping. 


Print. 

Apple author: Frederick J. Wachter. 

© MeGraw electric co., Toastuaster pro« 
ducts div&éion, "@ ‘mM, TLl.3 6Junk7; 


Kl 59 Le elg 7-15-i,7 





_ McGraw electric co. Toastmaster products 
division, claimant. 
The best costs less! For perfect 
toast ... (Automatic toaster) [New York, 
Printed by Lebhar-Friedman, inc./ c19)7. 
clipping. 


Print. 

Appl. author: Frederick J. Wachter. 

© McGraw electric co., Toastmster 
products division, Elgin, Ill.; 5Junl,7; 


eon elg 7-18-k7 


% 





KK 1910 


McGraw electric co., Toastmaster products division, 
claimant. 
Big toast capacity in small space. (Electric 
automatic commercial toasters) [New York, 
Printed by Lebhar-Friedman publications, inc.] 
c1946. 


clipping. 


Print. 

Application author: F. J. Wachter. 

C) 3-1-46; 2 c 3-26-46; Elgin, Ill; 
KK 1910. 


vf 4-25-46 ae 





KK 6511 


McGraw electric co. Toastmaster pro- 
ducts div., claimant. 

"Boy! are we lucky!" (Automatic 
toasters) [New York, Printed by 
Hearst magazines]c196. 

clipping. 


Print. 
Appl. author: Charles S. Lewis, gr. 
© 9-25-46; 2 c 10-7-l6; Elgin, I11.; 


KK 6511. 
@ zer 11-25-16 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 
Bride today, hostess tomorrow. Toast- 
master. [Prom Ladies* home jour- 
nal, June I950}] (Automatic toast- 
er and waffle iron) Sheet. 
© 29May50; KK50609. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
ride today, hostess tomorrow. Toaste- 
master. [From Saturday evening 
post, May 20, 1950] (Automatic 
toaster and waffle iron) Sheet. 
© 15May50; xK50608. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Build your business with Toastmaster 
products. (Automatic toaster, roll, 
food warmer and waffle baker) Clip- 
ping. © 1,0cth8; xxK30132. 





MCGRAW ELECTRIC COMPANY. Toastmaster. 
Products Division ©, s. 


Cash in now on Toastmaster's two spe 
“ gial offerst [From Electrical mer 


chandising, Auge 1550, Pe 25] 
(Toaster and jam jar set): Sheet. 


(603) © 31301503 KK5),86). i 
g * 


yo’ 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

/@hickiand serves 75 tons of chicken 
a year from these Toastmaster roll 
and food warmerst [From American 
restaurant, Mar. 1950) Sheet. 
© Smar50; KK),7680. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

/ Ghickliand serves 75 tons of chicken 
a year from these Toastmaster roll 
and food warmersi’ [From Restaurant 
equipment dealer, Mar., 1950] 
Sheet. © 23Feb50; EK7676. 





KK 25) 


McGraw electric co., Toastmaster . 
roducts division, eseeeoe 
Completely automatic "Took = 

toast pops up - current clicks off" 


Toastmaster toasters are back again! 
(Automatic electric toaster) [Orange, 


Conn.e, Printed by Lebhar-Friedman 
publications, inc.] c19l6. 
clipping. 


Print ° 
@-iske. author: Fred J. Wachter. 


15-l.6; 2c -22-l6; Elgin, 
T11.3 m3 25h. ‘* ee 
mgc 5-16-16 





MCGRAW ELECTRIC COMPANY. 

PRODUCTS DIVISION ©. - 

Completely automatic. No wavatiting, 
no waiting. k-slice model ... 
16-slice model. Toastmaster Pro- 
ducts, toasters, roll and food . 
warmers, waffle bakers. Adv. 
from American restaurant magazine, 
Frederick J. Wachter. © 10Mar53; 
KK85607. 


No watching ... 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division Cy 
Completely automatic. No watching = - 
no waiting Here is the toaster ees 
Toastmaster. [From Hotel manage« - 
ment, Septs 1950, ps 1-15] sheet. 
5 © 8sep 


(608 503 KK587h. 


10 we 


wo 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division Me. 

Completely automatic, No watching « 
no waiting{ Toastmaster, [From 
Restaurant iT" heck ga? Oct. 
1950, De 67 ; 
© 228ep503 KK5 


Sheet. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
Completely automatic. Sentteneiene 
{Prom Pood service news, July 1950, 
Ps 98} Automatic toaster) Sheet. 


29Jun50; KK5),857. 


NOV 1 0 1950 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Gut serving time with the point-of- 
service Toastmaster roll and food 
warmer. Adv. from Chain store age, 
May 1952, pe \8. Appl. author: 
Prederick J. Wachter. © 5May52; 
KK74.391. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Cut today's high costs with Toast- 
master products! (Toaster, waffle 
baker, roll and food warmer) Clip- 
ping. © 15pech8; xKK31669. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
uts costs - speeds service, too! 
Now your cugtomers can enjoy all 
the advantages of cooking ahead ... 
Roll and food warmers) Sheet. 


25Feb):9; KK,087). 





KK 9073 


McGrew electric company, Toastmaster 

products division, claimant 

The dependable toaster! Built to last! ... 
(Automatic electric toasters) [Philadelphia, 
Printed by Curtis pub. co.] 1946, 

clipping. 


Print. 
Appl. author: C, W. Lewis, jr. 
9-25-46; 2 co 10-22-46; Elgin, Illes; 


KK 9073. 
@ mgc 1=2-47 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Display one item, sell three ... 
Toastmaster Hospitality set. 
(Toaster and trays) Sheet. 


© 30Augh9; KK3862. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division C. 
Ollar tor dollar, Toastmaster roll 
and food warmers .e. Sheet. 


© 7Julh9; KKU3855- 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Door opener to more Toastmaster pro- 
Guct gales. (Roll and food warm 
ers) Sheet. © 23Mar50; KK50610. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Ends the waste of waffle sticking! 
(Automatic waffle baker) Clipping. 
© 20Nov8; KK5166). 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division U. 
Every slice perfect, every slice 
profitable! (Automatic toaster) 
© 4Novk7; KK18907. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ¢ . 
Every slice perfect, every slice 
Bits, (Automatic toaster) 


14Nov7; KK18908. 





KK 1861 





McGraw electric co. Toastmaster products 
division, claimant. 
Every slice perfect..Toastmaster 
toasters are back again! (Automatic 


eledtric toaster commercial type) [Orange 
Conn., Printed by Lebhar Freedman publi- 


cations, inc.] © 196. 

clipping. 

Print. 

Appl, author: F. J. Wachter. 

Appl. title: Toastmaster toasters are 
back again! 

© 2-146; * @ in 188i te Deliches 


Elgin, fil.; KK -6-l6 rs 


MCGRAW ELECTRIC GOMPANY.. TOASTMASTER 

PRODUCTS DIVISION @.. 

Every slice pops up perfect every 
time. Perfect toast is profitable 
toast. Toastmaster toasters. Adv. 
from Institutions, June 1952, p. 93. 
Appl. author; Frederick J. Wachter, 
© SdunS23 KK75622. 





McGrew electric co. Toastmaster products 
aitvision, claimant. 

Experience bears good fruit. (Automatic 
toaster) (Philadelphia, “rinted by Curtis 
pub. co.? c1Qh7. 

clipping. 


Print. 
Appl. author: Frederick J. Wachter. 
© McGraw electric co., Elgin, 111.3 


16Apr).7; KK12)))3. 
uA elg 7-21-7 





MCGRAW ELECTRIC COMPANY. 

Toastmaster Products Division©®. . 
Facts to help you sell Toastmaster 
products. (Automatic toaster) 
Clipping. © 25Julh8; xx28532. 





MCGRAW ELECTRIC COMPANY. TOASTMAS TER 

PRODUCTS DIVISION ©. 

Past food service brings folks back. 
Point of service Toastmaster roll 
and food warmer fits on or under 
the counter ... Adv. from Chain 
store age, Aug. 1952, p. 2}. Appl. 
author: Frederick J. Wachter. 
© 5Aug52; KK80257. 





MCGRAW ELECTRIC COMPANY, Teactmester 
Products Dirision 
Fast food service brings folks back, 
Toastraster, [From Chain store 
age, Fountainerestaurant ede,y Jan. 


19phs Po —¢ Roll and food warm 
er) Sheet. ) © 29pec50 (in 
notices 1952) xx58218. 





MCGRAW ELECTRIC COMPANYse Toastmaster 

Products Division @ 

Pirst choice with customers and ree 
tailers alike, the Toastmaster 
toaster. [From Electrical dealer, 
Apr. 1951, Pe 4 Sheete 
© 2Apr513 KxK61678, 





MOGRAW ELECTRIC COMPANY. Toastmaster 
Products Divison ©. 

Pirst in the toaster polls. Clippirg. 
“© 21Apri:8; xK23605. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION © 
Pits where you want it to speed 
counter service. Toastmaster au- 
tomatic pop-up toasters. Adv. from 
Chain store age, Oct. 1952, p. 2k. 
Appl. author: Frederick J. Wachter. 


© 60ct523 KK80258. 





MCGRAW ELECTRIC GOMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Pits where you want it, to speed 
counter service. Taastmaster auto- 
matic popeup toasters. Adv. from 
Pountain and fast foods, Mar. 
1953, p. 67. Appl. author: Edward 
J. Grabow. © 27F%ebS33; KK838h1. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 


3 to 1. (Automatic toaster) Clip- 
ping. © 25Febli9; KK35862. 





MOGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
For all the advantages of quantity 
cooking «.. Toastmaster roll and 
food warmers. Sheet. © 23Augl9; 


KK, 3859. 





KK 5035 


McGraw electric’ co., Toastmaster 
products div., claimant, ° 
For brighter breakfasts...year after 
ear} (Automatic electric toabters) 
New York, Printed by Electricity on the 
farm] c19h6% 
clipping. 


Print. 


Appl. author: Frederick J. Wachter. 
© . -i6; 2 ¢ 7-26-l,.6; Elgin, I11l.; 


033. 
oa ef 8-21-)6 





KK 6245 





McGraw electric co., Toastmaster products 

dive, claimant 

eee For happy breakfasts in 1966. (Auto- 
matic electric toasters) [New York, Printed 
by Brides house] c1946. 

clipping. 


Print. 

At head of titles Toastimonial ... 
Appl. author: C. S. Lewis, jr. 

(Go) 8-20-46; 2 co 9-21-46; Elgin, Ill.; 


KK 6245. 


mge 11-13-46 


MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
or hospitals large or small, there's 
a Toastmaster toaster. Sheet. 
© 2mayl9; KK380352. 





KK 801) 


McGraw electric company, Toastmaster 
products division, claimant 
"For many of you .. it's a promise!" 
(Automatic electric toaster) [New York, 
Printed by Hearst magazines, inc.] 191.6. 
clipping. 


Print. 
Appl. author: Charles >. Lewis, jr. 
© 20Dech6; 2c 5Jank7; author, Elgin, 


KK 01h. 
eB hq 2-8-7 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

Por parties that almost give them 
selves} Toastmaster, From the 
Bride's magazine, Early Fall 1950, 
Pe 178] (Automatic toaster and set) 
Sheet. (592A) © lhjsug503 KK5),871. 


yov +9 ae 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. ae Sais 
For profits that will please you, 
Toastmaster products. [From Chi- 
cago Restaurant Association buy- 
ers' edition guide, 1951, p. 35] 
(Toasters and waffle baker) Sheet. 


(615) © 27pec50 (in notice: 1951); 
KK60591. 





¥¥12228 


net ny er Toa o 
wee Ved ae UN @ we 
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+2 rAmetin tance tay Vn 4 " 

lsum & peprup O88 LCI a) [ Chi CERO sy 
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Wachter. 
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McGraw electric co. Toastmaster products 
division, claimant. 
For tasty toast without waste. 


(Automatic toaster) [Chicago, Printed by 
Domestic engineering co.] c19)7. 


clipping. 


Print. 

Appl. author: Frederick J. Wachter. 
© McGraw electBic co., Toastmaster 
product division, Elgin, Ill.; 20Aprl7; 

KK1226l.. eS elg 7-21-47 





McGraw electric co. Toastmaster products 


division, claimant. 

or tasty toast without waste. 
(Automatic toaster) [New York, Printed by 
Service publishing company] ¢c19\7. 


clipping. 


Print e 

Appl. author: Frederick J. Wachter. 

© McGrew electric co., Toastmaster 
proche te division, Elgin, Ill.; 10Apri7; 


@ elg 7-21-),7 





HeGraw electric 60. Toastuaster products 
division, claimait. 

Gor testy toast without waste. lo 
current ia wasted ... (Aitomatic toasters) 
[New York, Printed hy Hearst sapazinga, 
inc.] cl9u7e 


clipping. 
Prin be 


 MoGrew electric co., Tosstnass: 
preducts division, Blgin, f11.; LOJuLyTs 


BKIL?T7O. e Ljaugh7 vs 





KK 9373 


McGrew electric co., Toastmaster products 

div., claimant 

For years of perfect toast! (Automatic 
electric toasters) [Chicago, Printed by 
Erwin Wasey & co.] c1946. 

clipping. 


Print. 


Apple author: F, J. Wachter. 
&) 10-30-46; 2 ¢ 11-846; Elgin, Illes; KK 9373. 


mgc 1-27-47 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Dixieion ©. 
orum pic stmaster toaster! 
Sheet. © Terk; KK38029. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 
i ways to score more Mother's Day and 
bridal-gift sales! Toastmaster. 
(Automatic toaster and waffle iron) 
Sheet. © 23mMar50; KK50611. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 
From this day forward. Toastmaster 
automatic popeup toaster. Sheet 
from the Bridets magazine, Autumn 
1951, pe She © 15Aug513 KK6),762. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Fully automatic for finer toast ser- 
vice. (Automatic toaster) Clip- 
ping. © 250ctl8; xK31663. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

Get closer to the point of serviced 
(Automatic toaster) Clipping. © 
S5Jank8; KK21)99. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Get extra sales, extra profits with 
these two Toastmaster special of- 
fers. Folder. Appl. author: 
Prederick J. Wachter. © 15Jun52; 
KK80270. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION ©. 
The’ gift that goes on giving. Toast- 
master automatic toaster. Card. 
Appi. author: Prederick J. Wach- 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Give them a Toastwaster toaster and 
you'll rule the reception line! 
Sheet. © 27Mayh9; KK38028. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Goodness you learn to take for grant- 
eds Toastmaster. (Toaster) Sheet 
from McCall*s, Oct. 1951, pe Sipe 
© 21sep51; KK68 


08),. 


BEC 14 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Gratitude guaranteed. Toastmaster. 
From Good housekeeping, May 1951, 
& 13] (Toasters) Sheet. 


2lApr51; KK62262. 





McGraw electric co., Toastmaster pro- 
ducts division, claimant. 

A great new toaster, with a backgraniJ 
(Automatic electric toaster) [New York 
Printed by Life] c19),6. 

clipping. 


Print. 


Application author: C. S. Lewis, jr. 
© 4-29-6; 2c 5-18-l6; Elgin, Ill.; 


KK 3299. 
@ 


ef 6-11-6 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Hackney'*s use eight Toastmaster roll 
and food warmers to help serve 
10,000 people per day} [Prom Food 
service news, “~~ 1950, De c2~23)- 
Sheets. (600) J1du1503; KK5i)860. 


ay 19 Ae 
NO 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 
Hackney*s use eight Toastmaster roll 
and food warmers to help serve 
10,000 people per day3 [From Res- 
taurant dealer, Auge 1950, p. 8-9] 
Sheets. (599) © 2Jul503 K5))861. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Have time to enjoy your own parties 
eee Toastmaster Hospitality set. 
(Toaster and trays) Sheet. 


© 28sepl9; KK,3853. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION Cy 
Helpful hints for sales peoples — 

Toastmaster toaster. Pamphlet. 
Appl. author: Frederick J. Wachter. 
© 25dun52; KK802726 





KK 2405 


‘McGraw electric coe Toastmaster products div- 
ision, claimant. 
Here's beauty that'e experience-deep.e (Auto= 
matic electric toaster) [Springfield, 0., 
Printed by Crowell-Collier pub. cos] 1946. 


Clipping. 
Print. ; 
Application author? Charles S. Lewis, jre 


(¢) 4~6=46; 2 © 46-46; Elgin, Ill.; KK 2403. 


ee AFP 4-24-46 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ¢y 
Here's Toastmaster's ara abe gift 
~ promotion’ 30,198,085 advertising 
MOSSALZOSs oe 1980, 7.2 gag 
aE ov. 1950, 
Sheet. (646) © 3000%50} od ee 


DEC 26 1959 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Here's what Toastmaster products 
do for youl (Automatic toaster, 
waffle baker etc.) Clipping. 
© 25mayl8; xK28526. 





MCGRAW ELECTRIC CO. Toastmaster 
Products Division, Elgin, Ill. 
Wigh toast capacity, low toast- 
“ing costi (Automatic toaster) 

Clipping. © lugli:7; KK15586. 





MCGRAW ELECTRIC CO. ‘Toastmaster 
Products Division, Bigin, Ill. 
High toast capacity, low toast- 

~ ing cost! (Automatic toaster) 
Clipping. © lijAugl7; KK15588. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 
Hospital toast can be served hot, 
fresh, and delicious, Toastmaster. 
{From the Modern hospital, July 
19550, p. 119] Sheet. (598) 
© 29Jun503 £K5)),859. 


NOV 1 0 1950 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Hot food's ready any time. Roll and 
food warmers. From Food service, 
June 1953, pe 27¢ Appl. author: 
Frederick J. Wachter. © lJdun53; 
KK88),02. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Hot food's ready any time. Toast- 
master roll and food warmers keep 
foods hot and oven-fresh for hours. 
Adv. from Hotel management, Feb. 
1953, pe 18. Appl. author: Edward 
J. Grabow. © 10FebS3; KK82962. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Hot food's ready any time. Toaste 
master roll and food warmers keep 
foods hot and ovenefresh for hours. 
Adv. from Restaurant equipment 
dealer, Mar. 1953, pe 20, Appl. 
author: Edward J. Grabow. 
© 25FebS3; KK836)3. 





MCGRAW ELECTRIC GOMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Hot rolls make warm friends. Toast- 
master roll and food warmers. Adv. 
from Institutions magazine, Dec. 
1952, pe 98. Appl. author: Fred- 
erick J. Wachter. © 1Dec52; 
KK62956. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division © ' 

Hot rolls make warm friends, Toaste 
master roll and food warmers. 
Sheet from Hotel management, Aug. 
1951, pe 26. ©10Aug5ls; KK6l765. 


o SEP 10 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. me 
How to be the best man, Toastmaster, 

(Zlectrical appliances) Folder, 
(Dl2-0) © 10Apr503 KK53157. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION Ge 
How to get a lifetime of pleasure 
from your new Toastmaster super de 
luxe toaster, Pamphlet. Appl. 
author: We Es O'Brien. © 15Jan53; 
KK82),17 





KX 8654 


McGrew electric company. Toastmaster products, 
claimant. 

How to increase table turnover with a Toastmaste; 
roll and food wermer! ... (Automatic electric 
toaster) [Chicago, Printed by Patterson publishing 
company] c1947. 


clipping. 
Print ° 


Appl. author: Frederick J. Wachter. 
C)15Jan47; author, Elgin, Ill.; KX 8654, 


& elg 3-7-47 





KK 9454 


McGraw electric company, Toastmaster 
products division, claimant 
How to prevent cooked food shrinkage with 
a Toastmaster roll and food warmer! [and] 
The best toast that's always the cheapest! 
(Roll and food warmer and automatic electric 


toaster), [ Chicago, Printed by Erwin, Wasey 
& Coe, ltd.] 01946. 
Clipping. (Ad no. 375) 


Print. 
Apple author: F. J. Wachter. 





6) 11-1-46; 
Py 6; 2 © 11-20-46; Elgin, Ill.; 


mgc 1-14-47 





McGraw electric company, Toast master 
products division, claimant. 

How to prevent cooked=-food shrinkage 
with a Toastmaster roll and food warme 
‘{and] The toast that incresew your saleg 
checkst (Roll and food warmer and 


automatic electric toaster) [Chicago, 
Printed by Erwin, Wasey & co., ltd. 
e196. 

clipping. (Ad no. 37) 


Printe | 
Appl. auth@®: F, J. Wachter. 


over 





© 11-1-6; 2 ¢ ll- cate Elgin, Ill.; 
KK 953. i 


zor 2=3-)7 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division Os. 
How to sell Toastmaster or apa 
30 pe © 20Jan503 xK55163, 





KX 8653 


McGraw electric company. Toastmaster products 
division, claimant. 

How to shorten serving time with a Toastmaster 
roll and food warmer! ... (Automatic electric 
toaster) [Baktimore, Printed by American dietetic 
association] c1947. 


clipping. 
Print. 


Appl. author: Frederick J. Wachter, 
C)15dJan47; author, Elgin, Ill., KK 8653. 


we elg 5-7-47 





KK 8011 


McGraw electric company, Toastmaster 
products division, claimant 
"I wished md I wont” (“utomatic electric 
_ toaster) [New York, Printed by Bride's 
house, inc.] c196. 
clipping. 


Print. 
Appl. author: Charles S. Lewis, jr. 
© 1Dech6; 2c 5Jan7; author, Elgin, 11l.; 


KK 8011. 





KK 9209 


McGraw electric company, Toastmaster 
products division, claimant. 

"I wished and I wonT™ (Automatic 
electric toasters) [New York, Printed by 
Hearst magazines, ince] c19l6. 

clipping. 


Print. 
Appl. author: C. S. Lewis, jr. 
© 10-20-46; 2 c¢ 10-27-46; Elgin, I11l.; 


KK 9209. 
we dac 1-22-17 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION ©. barr: 
Installation and operating instruc- 

tions for the Toastmaster bun 
toaster. Model 1D2-B. Folder. 
Appl. author: J. D. Elgin. 


© 30ct52; KK78785. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Cy- 

Introducing the most distinctly dif« 
ferent toaster in the world, the 
sensational new Toastmaster super 
de luxe toaster, Adv. from House 
y evo review, Feb. 1953, De A ty 

Appl. author: Edward J. Grabow 
© 25Jan533 KK829526 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
It bears the name you know, (Auto- 
matic toaster) Clipping. 
© lomarl8; KK22265. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

It makes perfect toast for so many 
years. More people give Toastmaster 
toasters than any other kind. Adv. 
from Country gentleman, Dec. 1952, 
De The Appl. author: Frederick J. 
Wachter. © 26Nov52; KK82958. 





MCGRAW ELECTRIC COMPANY. TOASTWASTER 


PRODUCTS DIVISION © 

It makes perfect toast for so many 
years; more people own Toastmaster 
toasters than any other kind. Adv. 
from the Saturday evening post, 
Sept. 20, 1952, p. 152. Appl. au- 
thor: Frederick J. Wachter. 
© 17Sep52; KxK80255. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION © 

It makes perfect toast for so many 
years; more people own Toastmaster 
toasters than any other kind. Adv. 
McCall's, Nov. 1952, p. 56. Appl. 
author: Prederick J. Wachter. 
© 220ct52; KK80269. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION © 

It makes perfect toast for so may 
years; more people own Toastmaster 
toasters than any other kind. Adv. 
from the Saturday evening post, 
Nove 155 1952, pe 125. Appl. au- 
thor: Frederick J. Wachter. 
© 12Nov52; KK80253. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
means a lot - that Toastmaster 
"touch." The dependable "touch." 
(Automatic electric toaster) 


Sheet. © 29Augl9; KK0860. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
It pays to put the Toastmaster 
pecan eg ange + Fda ia? Modern 
spite y 1951, De « 
© 23ul51; KK63622. 


we AUG 


1 1951 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

It pays to put the Toastmaster 
toaster in floor diet kitchens. 
Adve from Journal of American die~- 
tetic association, Auge 1952. pe 
695. Appl. author: Frederick J. 
Wachter. @ 10Aug52; KK77269. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Tt pays to tell the waffle-profit 
story. Toastmaster automatic 
waffle baker. Sheet. © 210ctl9; 


KK), 3861. 





McGraw electric co. Toastmaster pr roducts S 


division, claimant. 

It thinks for itself. (“utomatic 
toasters) l|Chicago, Printed by Domestic 
engineering co.! cl1%7. 


author: Frederick J. Wachter. 
Y) McGraw electric co., Toastmaster 
Socnaahe division, Elgin, Ill.; 16Mavyl7 


KK14706. 


Sh 
elg 7-11-47 





McGraw electric co. Toastmaster »sroducts 
division, claimant. 

It thinks for itself} Here's the 
toaster ,.. (Automatic toasters) [New 
York, Printed by Service pub. corp.] cl19h9 

clipping. 


“rint. 

Appl. author: Frederick J. Wachter. 
© McGraw electric co., Toastmaster 
products division, Elgin, Ill.; 1l0“avyii7; 

KK $705; elg 7-11-7 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Tt's completely automatic to save you 
money! (Automatic 9 ig Clip- 
ping. © \Wov8s; *KK31665. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division C. 
8 easy to be & grand hostess «ee 
Toastmaster Hospitality set. 
(Toaster and trays) Sheet. 


© 12Sepy9; KK43851. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

It*s never too late. Any time's a 
fine. time. The Toastmaster toaster 
is always ready with toast that's 
fresh, crisp «e.« Adv. from the 
Saturday evening post, Mar. 15, 
1952, pe 152. Appl. author: Fred« 
erick J. Wachter. © 12Mar52; 
KK732)2. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
/ Ytts worth looking twice for that 
Toastmaster “touch".’ (Toaster) 
Sheet. © 27Feb50; KK7679. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Jiminyi Everybody wants the new one. 
“{Automatic toaster) Sheet. © 
3Deckh7; KK20050. 





MCGRAW ELECTRIC CO. Toastmaster 
Products Division, Elgin, I11l. 
Keeps foods hot and oven-fresh 

' “for hours} (Automatic 

toaster) Clipping. © lljAug);73 
KK15589. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division. 
Keeps foods hot and oven-fresh for 
hours. (Automatic toaster) Sheet. 
© 16Ddech7; KK2035\9. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
Keeps foods hot and oven+fresh for 
hours! (Automatic toaster) 
Sheet. © 5WarlS; KK22266. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Keéps foods hot and oven-fresh for 
hourst (Automatic toaster, roll 
and food warmer) Clipping. 
© 20Nov\8; «K31662. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division 

Keeps foods hot and oven»fresh for 
hours; and speeds your service, 
too$ [From Institution magazine, 
July 1950, p. 0] (Roll and food 
ares. Sheet. (597) © 33u1503 
KK5),858. 


NOV 10 4950 





MCGRAW ELECTRICAL COMPANY, Toastmaster 

Products Division ©, 

Keeps foods hot and oven+fresh for 
hoursj «in large and small hospi+ 
tals alike} Toastmaster. [Prom the 
Modern hospital, Sept. 1950, p. 
Sheet. (605) © 31aug50s 866 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division G 
Keeps foed hot and ovenefresh for 
hours, in large and small hospitels 
alike. Toastmaster roll and food 
warmers, Sheet from Modern hospi- 


tels, Sept. 1951, ps 1258 © iSep5i; 
xnéesO2e 9515 Pp 5 p> 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Keeps foods hot and oven=fresh for 
hours. Makes toast a best<seller. 
Feature waffles for steady top 
profit. From Food service, May 
1953, Pe k=5. Appl. author: Ed-~ 
ward J. Grabow. © 1May53; KK86971. 





MCGRAW ELECTRIC COMPANY. 
Toastmaster Products Division ©. 
Keeps foods hot and oven-fresh for 
“hours! (Roll and food warmers) 
Clipping. © laugh8; «K28531. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Keeps foods hot and oven-fresh for 
hours! (Roll and food warmerg 
Clipping. © 3iJank9; KK33861. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Keeps foods hot and oven<fresh for 
hours. Roll and food warmers, 
Toasters cands waffie bakers, 
From Restaurant equipment dealer, 
June 1953, pe 67. Appl. author: 
Frederick J, Wachter. © 25May53; 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Keeps foods hot and oven-fresh for 
hours! and cuts your operating 
costs! _ (Roll and food warmer) 
Sheet. © 5mMayh9; xK38033. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
eeps foods hot and oven-fresh for 
hours! Cuts hospital costs, speeds 
service. (Roll and food warmer) 


Sheet. © Smark9; xK3803). 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

/Keeps foods hot and oven-fresh for 
hours! Speeds hospital meals, cuts 
food costs’ (Roll and food warmers) 
Sheet. © 27Feb50; KK)7675. 





| MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

Keeps foods hot and oven-fresh for 
’ hours] Think what that means to 
your customers! (Roll & food 
warmer) Clipping. © 27Aug)8; 

KK3013. 





MCGRAW ELECTRIC COMPANY, Toastmaster 
Products Division Cr 
Keeps foods hot and oven-fresh 
for hours, Toastmaster roll and 
food warmers, [From Institutions 
magazine, Apre 1951, pe 120] 
Shoot. © 2apr5l3 EKGLG7he 


@ MAY 23 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © a 
eeps foods hot and oven-fresh for 
hours! Your customers can hold 
cooked foods for hours ... (Roll 
and food warmers) Sheet. 


© 28aprh9; xK0873. 





KK1370) 


McGraw electric co. Toastmaster products 


division, claimant. 

Keeps your foods at perfection. (Auto- 
matic toaster) [Chicago, Printed by - 
Modern hospital pub. co./ cl9l7. 

clipping. 

Print. 

Appl. author: Frederick J. Wachter. 

@ McGraw electric co., Toastmaster 
products division, Elgin, Ill.; 1Mayl7; 
KK13704. 40Junk7 rs 





MCGRAW ELECTRIC COMPANY. Toastmaster 


Products Division 

Large hospital or small - there's a 
Toastmaster toaster for every need! 
Sheet. © 28Apr50; KK50613. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Lasting answor to the burning 
question. Toastmaster automatic 
pop-up toaster. Adv. from Saturday 
evening post, Dec. 8, 1951, p. 155. 
Appl. author; Frederick J. Wachter, 
© 5Dec51; KK69769. 





MCGRAW ELECTRIC. COMPANY. TOASTWASTER 

PRODUCTS DIVISION G 

Let these free Toastmaster toaster 
mats do a big selling job for you. 
Pamous Toastmaster automatic toas- 
ter. Folder. Appl. author: PFred- 
erick J. Wachter. © 15Jun52; 
KK80252. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Light of your reteiling life. Toast+= 
master. {(Toaster) Sheet from E- 
lectrical merchandising, Nov. 1951, 
pe 19s © lNovSl; KK68062 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Lighting your way to toaster profits. 
In almost every kind of merchan- 
dise you carry there's usually one 
standout ... Toastmaster automatic 
pop-up toaster. Adv. from House~ 
wares review, Mar. 1952, pe 21. 
Appl. author: Frederick J. Wachter. 
© 25Peb52; KK71627. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 
The long and short of it. Toastmaster 
toasters. [From Electrical dealer, 
Mar. 1951, p. 31) Sheet. (628) 
© 1Mar51; KK60598. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Look for the name Toastmaster. (Au- 
tomatic toaster) Clipping. 
© 5Janh9; KK33858. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. . 

Look for the Toastmaster name. Your 
gift of the new "Toastmaster" 
toaster says Werry Christmas. 
(Automatic toaster) Clipping. 
© 20Nov\S; KK31667. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Look for the Toastmaster name on your 
toaster ... others will! (Automat- 
ic toaster) Clipping. © 200ctl8; 
KK31661. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Company 

Look for the Toastmaster name on your 
toaster..others will Polks usually 
take a second look. Clipping. 


© 25Aug8; KK30139. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Look for the Toastmaster name on your 
toaster..others willd Including our 
dealers] Clipping. © 3Sep)8; 
KK30157. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Look what that means to our dealers! 
(Automatic toaster) Clipping. 
© 400cth8S; KK31666. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Low-cost operation saves you real 
money: (Automatic toaster) Sheet. 


© |wark9; *K58055. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Lowest prices in years during Toaste 
master's liberal trade-in offer. 
Get up to $30 for your old toaster; 
up to $15 for your old waffle baker. 
Adv. from Restaurant management, 
Apr. 1952, pe 67. Appl. author: 
Frederick J. Wachter. © SApr523 
KK732)5 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Lowest prices in years during Toast~- 
master's liberal trade-in offer. 
(Toaster, waffle baker) Adv. from 
Restaurant equipment dealer, May 
1952, pe k-5. Appl. author: 
Prederick J. Wachter. © 25Apr52; 
KK74,387. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Lowest prices in years during Toast- 
master's liberal trade-in offer. 
(Toasters) Adv. from the Modern 
hospital, May 1952, p. 115. Appl. 
author: Frederick J. Wachter. 
© 1May52; KK7),388. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Make this spring your best for bridal 
gift sales. Toastmaster toasters. 
Folder. Appl. author: Frederick J. 
Wachter. © 21Apr523 KK75620. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Cy 

Makes all these sandwiches taste 
better, sell better. Automatic bun 
toasters. From Institutions, July 
1953, Pe 1254 Appl. author: Fred« 
erick J. Wachter, © 1Ju153; 
KK88),09. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
6s every siice perfect - every 
time} Toastmaster. (Toaster, roll 
warmer, waffle baker) Sheets. 


© 3May50; KK5061). 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Makes every slice perfect every time. 
When you use the dependable Toast- 
master toaster, you enjoy all the 
savings that perfect toast can 
brings Adv. from Fountain & fast 
food service, Feb. 1952, p. 29. 
Appl. author: Frederick J. Wachter. 
© 30Jan52; KK732h1. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 
Makes perfect toast every time. Toaste- 
master toasters. Sheet from Kestau- 
rant management, July 1951, p. 15. 
© 6Jul51; KK63840. 


AUG 1 Q 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
akes perfect toast every timel You 
gst all the profits that perfect 
toast can bring ... (Automatic 
toaster) Sheet. © 135mMayl9; 
KKl,0872. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Makes perfect toast every timet You 
give your customers extra toast 
profits .e. (Automatic toaster) 
Sheet. © 29Aprl9; KK,0875. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division © 

Meet the newest member of the Toast- 

- master family. Introducing a bright 
new sales star. New Toastmaster 
Toast'n Jam set. Bp top deo set) 
Polder. (D190) 17 Juns9 3 
KK51708. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Mirror of America, a. m. It may be an 
on-the-fly breakfast for the man 
of the house. But it's satisfying 
nonetheless, for Toastmaster toast 
is crisp, golden-brown «ss. Adv. from 
the Saturday evening post, Apr. 19, 
1952, Pe 200. Appl. author: Fred- 
erick J. Wachter. © 16Apr52; 
KK73243.~ 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division C. 

Mirror of America at mealtime. Toast- 
master. [From Good housekeeping, 
Apr. 1951, Dp. 189] (Toasters) 
Sheet. © 2lmar51; KK6226),. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Mobile Toastuas ter roll & food war- 
mers deliver oven-fresh foods to 
Paulkner Hospital patients. Adv. 
from Restaurant equipment dealer, 
Oct. 1952, pp. 1-15. Appl. au- 
thor: Prederick J. Wachter. 
© 25Sep52; KK80261. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Mobile Toastmaster roll & food warmers 
deliver oven-fresh foods to Faulkner 
Hospital patients. Adv. from the 
Modern hospital, Apr. 1952, pe ll6é= 
117. Appl. author: Frederick J. 
Wachter. © lAprS2; KK732\6. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 

More profit through less waste with 
Toastmaster products! (Automatic 
toaster) © 250cth7; KK18906. 





MCGRAW ELECTRIC COMPANY, TOASTMASTER 

PRODUCTS DIVISION ©, 

The most distinctly different toaster 
in the world. The sensational new 
Toastmaster super de luxe. toaster, 
Sheet. Appl. author: Frederick 
J. Wachter. © 2Jan53; KK838\9. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ®. 
The name folks know. (Automatic 
toaster) Clipping. © 9Ju1\8; 
KK26527. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
The name folks look for. (Automatic 
toaster) Sheet. © 7Mayl8; 
KkK25021. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
The name that always pops up with 
a salet (Automatic toaster) 
Sheet. © 22Marl8; KK2226). 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION. 

New lineup under proved leadership. 
Toastmaster, Tropic-Aire, Everhot, 
Manning-Bowman. (Electrical appli- 
ances) Adv. from Housewares review, 
Oct. 1952, p. 6-7. Appl. authors 
Frederick J. Wachter. © Mc(raw 
Electric Co.; 25Sep52; KK82950. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Q 

New lineup under Toastmaster automatic 
pop-up toaster; Tropic-Aire auto- 
matic electric blanket. Adv. from 
Blectrical merchandising, Oct. 1952, 
pp. 128-129. Appl. author: Freder- 
ick J. Wachter. © 10ct52;.KK8025). 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

New point-of-service Toastmaster roll 
and food warmer}! [From Food ser- 
vice news, June 1950] Sheets. 
© 29May50; KK50617. 


JUL 10 1950 





MCGRAW ELECTRIC COMPANY, Toastmaster 
Products Division © 
New point~of+service Toastmaster roll 
and food warmer§ [From Chain store 


a Sept. 19 . Sheet. 
(608) © Suaacsos Exch, 62. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
ew point-of-service Toastmaster roll 
and food warmer! [From Restaurant 
equipment- dealer, June 1950] 
Sheets. © 23May50; xK50622. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

New toaster, new features, new sell/ 
“Sheet. © 15Jan8; xx21)98. 





MOGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 
The new Toastmaster Hospitality set, 

(Electrical appliances) Folder, 
(D1L0+0) © 16Mar503 KK53155,. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
fhe new Toastmaster hospitality set 
makes a hit! It's a “natural” as 
gift item! (Automatic electric 
toaster) Sheet. © 29Ju19; 
Kk),0862. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER - 

PRODUCTS DIVISION ©. 

New Toastmaster super deluxe toaster. 
Power-action takes the bread right 
out of your fingers. Folder. 

Appl. euthor: Frederick Je Wachter. 


© 1O0Apr53; KK65605. 





MCGRAW ELECTRIC CO., Toastmaster 
Products Division, Elgin, Ill. 
A new Toastmaster Toaster is 
ere. (Automatic toaster) 


© 2hseph7; KK17237. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 
The new Toastmaster waffle service. 
The gift item combination of many 
uses. Sheet. (DZ50) © 20Jan50; 
KK5170),. 





MCGRAW ELECTRIC COMPANY, TOASTMASTER 
PRODUCTS DIVISION ©, 
Newest, most modern toaster there is. 
Prom House & garden, July 1953, 
Pe 113+ Appl. authors Frederick J, 
Wachter. © 18Jun533 KK88)07. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
No more waffle sticking? (Automatic 
~ waffle baker) Clipping. © 28sep8; 
KK30151. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
No more waffle sticking! (Automatic 
waffle baker) Sheet. © 10Mayl8; 
KK25020. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Wo waffle sticking means more waffle 
profit: (Automatic waffle baker) 
Sheet. © 27Mayl9; KK,086l. 





MCGRAW ELECTRIC CO., Toastmaster 
Products Division, Elgin, Ill. 
Note to Toastmaster retailers. 
~ (Automatic toaster) © 22Sepli7; 

KK172h2. 





MCGRAW ELECTRIC CO., Toastmaster 
Products Division, Elgin, Ill. 
Note to Toastmaster wholesalers, 
- (Automatic toaster) © 20Sepli7; 

KK172)1. 





MCGRAW ELECTRIC CO. Toastmaster 
Products Division, Elgin, fll. 
Nows A new Toastmaster toaster. 


Clipping. © Saugl7; KK15587. 





MCGRAW ELECTRIC CO. Toastmaster 
Products Division, Elgin, I1l. 
NowlL A new Toastmaster toaster. 


~ Glipping. © 18Sepl7; KK1625]. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division. 

Now available! Toastmaster waffle 
“bakers? Sheet. © 16Deckh7; KK200\9. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. : 
Now that hinti time is here. (Auto- 

matic toaster) Clipping. © 15Novi8; 


KK301350. 





McGraw electric coe, Toastmaster products 
division, claimant 
Now Toastmaster is making more toasters 
than ever! (Automatic electric toasters) 
{Orange, Conn., Printed by Chain store age] 
c1946, 


clipping. 


Print. 
Appl. author: Frederick J. Wachter. 
(@) 7-30-46; 2 © 8-29-46; Elgin, Illes 


KK 5758, 
& mge 11-7-46 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Now waffles can‘t stick. (Automatic 
waffle baker) Clipping. © 17Sep\8; 
KK30136. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
e@ one to e s the Toastmaster 
"touch". (Automatic toaster) 
Sheet. © 10Apr50; KK50606. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Only one has that Toastmaster "touch." 
The popular "touch." (Automatic e- 
lectric toaster) Sheet. © 18augh9; 
KK,0858. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
Only Toastmaster gives you the save 
“ings of the Add-a-unit plan. Toaste 
master automatic popeup toasters. 
Sheet from Institutions magazine, 


Auge 1951, pe Mie © JAug51 
meq7ere” °° Jaug513 


eS SEP 19 1989 





Kk 8008 


McGraw electric company, Toastmaster 
products division, claimant 


The outlook is quite encouraging, 
according to Santa Claus ... (Automatic 


electric toaster) [Chicago, Printed by 
Time, inc.] c19l6. 


clipping. 


Print. 


Appl. author: Charles S. pret dr. 
© 1Dech6; 2c 5Ja ; author; in, Ill. 
xe aoget > 5 nh? ; 2 


es 7 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Perfect toast adds value to your 
‘Ppiates Sheet. © 19Feb,8; KK21500. 





McGraw electric ¢o.. fons teas ter produe te 


division, claimant. 

Perfect toast every time! (Automatic 
toaster) [New York, Printed by Lebhar 
Priedman publications, ince] cl9ii7e- ° 

clipping. 


*rint. 


Y *“eGraw electric Go., Toastmaster 
products division, Elgin, Ill.3; 7dulk7; 


KK1L768. 
a 


i5Augh] re 





McGraw electric co. Toastmaster products 


division, ¢laiment. 

Vectast sonst every timel (Automatic 
toester) [St. touts, Printed by Commerce 
pub. co.] cl19l7~ 


elipping. 

Print. 

i MeGraew electric co., Toastuwaster 
products division, Ei¢gin, (ils; 2Juli7s 


&K147 67. 
& _ 25Augh7 vs 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

“Perfect toast gives you more menu 
variety - more profits!” (Auto- 
matic pop-up toaster) Sheet. 
© 1Sepy9; KK,54,81. 





‘MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Permits Gooking ahead ... for later 
serving! (Roll and food warmer) 
Clipping. © 25Nov\8; KK31668. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
ermits cooking ahead in quantity. 
Toastmaster roll and food warmers. 


Sheet. © 1Sepl9; KK)3863. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Permits faster service too! (Roll 
and food warmer) Sheet. 


© lémark9; KK35802). 





KK 499 


McGraw electric co., Toastmaster products 
division, claimant. 


Plan on a Toastmaster toaster for 
golden-brown uniformity in every slice! 
(Automatic electric toasters, commercial) 


[Chicago, Printed by Modern hospital] 
e195. 


clipping. 


Print. 
Application author: F. J. Wachter. 


© 11-28-45; 2 ¢ 1-10-63 Elgin, I11.; 
KK 99. 


mgc 4-2-6 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Plenty of toasting capacity and 
every slice perfect. Automatic 
pop-up toasters. From Modern 
hospital, June 1953, pe 121. 
Appl. authors Frederick J, | 
Wachter. © ldun533 KK88h05. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Plenty of toasting capacity and every 
slice perfect. Toastmaster auto- 
matic pop-up toasters. Adv. from 
Food service news, Oct. 1952, p. 3. 


‘Appl. authors: Prederick J. Wachter. 
© 10ct52;3 KK80260. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Plenty of toasting capacity, and 
every slice perfect. Toastmaster 
automatic pop-up toasters. Adv. 
from Restaurant equipment dealer, 
Jan. 1953, p. 1-2. Appl. author: 
Edward J. Grabow. © 25Dec523 
KK838,5. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Ge 

Powerful leadership makes all these 
gifts favorites pay. Toastmaster 
automatic pop-up toasters; Everhot 
deluxe roaster ovens Manning-Bow= 
man automatic combination grill; 
Tropic-aire automatic electric 
blanket. Adv. from Retailing 
daily, Nov. 20, 1952, pe 37+ 
Appl. author: Frederick J. Wach= 
ter. © 20Nov52; KxK80266. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Profitable way to speed counter ser- 
vice. Toastmaster roll and food 
warmers. Adv. from Fountain and 
fast food, Jan. 1953, pe 22. 
Appl. author: Edward J. Grabow. 
© 30Dec52; KK82961. 





McGRAW Electric Company. Toastmaster Produc 
Division. 
Proud possession. (©2333. SEE Handy (Jam) 
“Organization, inc. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Proud possession [by] Jam Handy Or- 
anigzation. 55 mm. film strip. 
le 28Mayk8; Juéh0. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
Quality is its owm toastimontal, 
Toastmaster. [From Ladiest home - 
ournal <n my 70 Ps 26} Sheet, 


28sepso 





MCGRAW ELECTRIC COMPANY, Toastmaster 

Products Division ©, 

Ring up more bridal gift sales with - 
these free Toastmaster mats§ Ad no. 
6e70. (Electrical appaienses) 
Folders (Dl1*0) © 26apr50; 
KK53156. 





MCGRAW ELECTRIC COMPANY. TOAST- 
MASTER PRODUCTS DIVISION © 
Ring up more profit. Toastmaster 
products. (Electric appliances) 
Folder. Apple author: J. D. Elgin. 


© 4sep52; KK77019. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Ring up more profit. Toastmaster 
roll and food warmers speed service 
and cut labor costs. Adv. from : 
Institutions, Apr.s 1952, p. 125. 
Appl. author: Frederick J. Wachter. 
© SApr52; KK73245-« 





McGraw-electric company. Toastmaster pro-= 
ducts division. 
Ringed with thoughts of you. (Auto- 
matic toaster) IlPhiladelphia, Printed 
by Curtis publishing co.] ¢c197. 


clipping. 


Print. 
Appl. authors: Frederick J. Wachter. 


© McGraw electric co., Toastmaster pro= 
ducts div., Elgin Tll.: 21Ma 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Rosy prospect for Toastmaster dealers! 
(Automatic toaster) Clipping. 
© 30pech8 (in notice: 19,9); 
KK33857. 





MCGRAW ELECTRIC COMPANY, Toastmaster 

Products Division @, 

St. Luke's makes 1100 slices of toast 
at breakfast, f om the A a 
hospital, Nov. i 4) 
(Toaster) Sheet. tbe) 300ct503 
KK56),1), 


DEC 26 1495 





McGraw electric co. Toastmaster products 
division, claimant. 

Save tlim@..anve Labvor..with Toustmaster 
products. (Automatic toaster) iChicago, 
Printed by Modern hospital pub. coe, ince] 
©1947. 


clipping. 

Print. 

& MNoGraw 6lecsric Coe, Toastuaster 
products division, Eigin, t11.; 8Jul\7s 


KE1U769. @ i5Augy?] re 





MOGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION © 

See how Toastmaster's Add+a-Unit plan 
gives your customers more for their 
toaster money. Adv. from Restaurant 
equipment dealer, July 1952, pe 2. 
Appl. author: Prederick J. Wachter, 
© 25Jun52; KK7740h. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

See how Toastmaster's Add-a-unit. plan 
gives your hospital more for the 
money. Toastmaster automatic pop- 
up toasters. Adv. from Modern 
hospital, Sept. 1952, p. 115. Appl..- 
author: Frederick J. Wachter. 
© 1Sep52; KK8026),. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. Jape. 
Seil your customers on waffle prof- 

itsi (Automatic waffle baker) 


Sheet. © 283u1h9; KxK0863. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

Serve every slice of toast hot and 
delicious. Toastmaster. [From 
Journal of the American Dietetic 
Association, Feb. 1951, p. 81] 
(Toasters) Sheet. © 9Feb51; 
KK60595. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

Serve good food faster with Toastmas- 
ter products? (Automatic toaster) 
Sheet. © 23Jan\8; KxK21501. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Serve hot, fresh toast from the 
Toastmaster toaster in your floor 
diet kitchens. More and more hos- 
pitals are supplementing their main 
kitchen toasters with Toastmaster 
toasters «es. Adv. from Modern hos- 
pital, June 1952, p. 117. Appl. 
author: Frederick J. Wachter. 
© 1lJun52; KK75621l. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Serve smartly - yet enjoy yourself 
with this hospitality set! Toast- 
master. (Automatic waffle iron and 
toaster) Sheet. © 27Apr50; 
KK50607. 


JUL 10 1950 





MCGRAW BLECTRIC COMPANY, Toastmaster 
Products Division G 

A page: to all Toastmaster dealers, 
gg dealer, Jan. Et fe 

Fs (Toasters) Sheet. (621 


eg (in notices 1951); 


@ FEB 1 6 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division C. 
9 Waffles 4 year «se. Toast- 
master automatic waffle baker. 
Sheet. © 30Seph9; KK43858. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
"Siltect" ends the waste of waffle 
sticking! (Automatic waffle baker) 
Clipping. © 1Febli9; KK43860. : 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

"Siltect” stops waffle sticking! Now 
you can make crisp, golden-brown 
waffles. (Automatic waffle baker) 
Clipping. © 5Jank9; KK35856. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

"Sfitect™ stops waffle sticking! Now 
your customers can make crisp, 
golden-brown waffles. (Automatic 
waffle baker) Clipping. © 25Jan)9; 


KK353859. 





MCGRAW ELECTRIC COMPANY, TOASTMASTER 

PRODUCTS DIVISION Cy. 

69 Toastmaster toasters aboard the 
new Se Se United States assure 
pipingehot service of perfect 
toaste Adv. from Food service 
news, July 1952, pe 6@7+ Appl. 
author: Frederick J. Wachter. 
© 1Jul523 KK'76201. 





& 


MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

69 Toastmaster toasters aboard the 
new 8.38. United States assure 
piping-hot service of perfect 
toast. Adv. from Restaurant equip- 
ment dealer, Aug. 1952, p. 10 & lil. 
Appl. author: Frederick J. Wachter. 
© 253u1523 KK77271. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Snacketime favorite of the whole fam- 
ily. Toastmaster Toast 'n Jam set. 
For parties that almost give them- 
selves. (Toasting set) Sheet. 
(D16-0) © 23Jun50; KK51707. 





McGraw electric co., Toastmaster pro- 
ducts division, claimant 
Something old, something new. (Auto- 
matic electric toaster) New York, 
Printed by Brides magazine] c196. 
clipping. 


Print. 
Application author: Chas. S. Lewis, j 
@® 5-15-63; 2 ¢ 5-18el6; Elgin, I1l.; 


IKK 4400. 
© ef 6-11-l6 





KK 4404 
McGraw electric co., Toastmaster product 


division, claimant 

Something old, something new. (Auto- 
matic electric toaster) (Philadelphia, 
Printed by Saturday evening post] c19)6. 


. clipping. 


Print: 


Application author: C. S. Lewis, jr. 
© 5-18-l6; 2 c¢ 5-18-l6; Elgin, I1ll.; 


pf RD 
KK 44303. 


G ef 6-11-h6 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Specially cooked foods are kept con- 
stant in weight, color and flavor. 
Toastmaster roll and food warmers. 
{From the Modern hospital, Mar. 
19551, p. te Sheet. (629) 

KK605 


© lmer51; 93. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Speed, 250 slices per hour. Savings, 
it watches itself. From Restau- 
rant equipment dealer, May 1953, 
Pe 5. Appl. author: Edward J. 
Grabow. © 25Apr53; KK86970. 





MOGRAW RLEOTRIC COMPANY. TOAS THAS TER 

PRODUCTS DIVISION @ 

Speed «- 250 slices per hour; sav- 
ings -- it watches itself. Toast- 
master automatic pop-up toaster. 
{Chef] Adv. from American restau- 
rant, Feb. 19535 Pe 98. Appl. aue 
thor: Edward J. Grabow. @ 10Feb5}3; 
KK84848. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION @ 

Speed -- 250 slices per hours; sav=- 
“ings *- it wateohes itself. Toast-= 
master automatic pop-up toasters. 
{Waitress} Adv. from Modern hos- 
pital, Jan. 1953, p.- 115. Appl. 
author: Edward-J. Grabow. @ lJan53; 

KK838),7. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Speeds perfect toast that builds 
“counter business, Automatic pop- 
up toasters. From Hotel 
ment, June 1953, pe 105. 
author: Frederick J, W 
© 10Jun533; KK88),03. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

Speeds your toast service! (Automat- 
‘ic toaster) Clipping. © 16Deck7; 
KK20051. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 

Speeds your toast servicei (Automat- 
renew) Clipping. © 5Deck7; 





KK 6235 


McGraw electric coe, Toastmaster products 
div., claimant 
The strange ca case of the vanishing toasters. 
(Automatic electric toasters) [New York, 
Printed by Electrical merchandising] 1946. 
clipping. 


Print. 
Appl. author: Frederick J. Wachter. 
fo) 9-10-46; 2 co 9-21-46; Elgin, Illes 
KK 6235. 
mgc 11-12-46 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION. 

Strong leadership guides these 
sales-wimmers «ee a5 independent 
brands, Toastmaster, Tropic~Aire, 
Everhot and Manning-Bowman have 
all sold well for years. (Elec- 
trical appliances) Adv. from Re« 


tailing daily, Dece hy 19525 Pe 
a Appl. author: Edward J. Gra~- 
McGraw Electric Coe; 


ybees23 KK629),9« 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division Q 
fable talk in the trade. Toastmaster 
automatic pop-up toaster, Sheet - 
from Electrical merchandising, Auge 
1951, Pe 25 © 2aug5l3 KRG 766. 


ee SEP 10 1951 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION © 

Tested leadership guides this alli- 
star team. Toaster automatic pop- 
up toaster; Manning-Bowman automat- 
ic grills; Tropic-aire automatic 
electric blanket; Everhot electric 
rangette. Adv. from Retailing 
daily, Oct. 9, 1952, p. 39. Appl. 
author: Prederick J. Wachter. 
© 90ct52; KKS0265. 





KK 6211 


McGraw electric co. Toastmaster pro- 
ducts div., claimant. 

Tasty toast... for years! Yes, the 
"Toastmaster" toaster is dependable ... 
(Automatic electric toaster) [Philadel- 
phia, Printed by Curtis pub. co.]cl19\6. 


clipping. 


Print. 
Appl. author: C. S. Lewis, jr. 
© 8-28-46; 2 ¢ 9-19-46; Elgin, 111.; 


KK 6211. 
@ zer 11-19-16 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Teatime or any time, folks notice the 
new "Toastmaster" toaster. Clip- 


ping. © 30Sepl8; KK50133. 





MCGRAW ELECTRIC COMPANY. 
Products Division ©. 
There's a Toastmaster toaster to fit 

every hospital need: (Automatic 


toaster) Clipping. © 7Jank9; 
KK33853. 


Toastmaster 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

There's 69 o/o to 79 o/o gross profit 
for you in waffles{ Toastmaster. 
{From Institutions magazine, Aug. 
1950, pe 97] Sheet. (602 

© 3aug503 KK5),863. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION CG. 
They sent the Toastmaster toaster. 

Adve from the Saturday evening — 
post, May 10, 1952, ps 149. Apple 
author: Frederick J, Wachter. 

© Giay52; KK82957- 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division G. 

This fall « it*s the Toastmaster 
"family of five". [Prom Electrical 
dealer, Septe 1950, p. 35] (Toast= 
er, waffle maker, toaster sets) 
Sheet. (613A) ‘© 31aug503 a Rl 


nov + 0 wh 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

This folder contains free Toastmaster 
toaster mats to help you bring in 
customers. Folder. Appl. authors: 
Frederick J. Wachter. ‘May533 
KK85606. 





MCGRAW ELECTRIC COMPANY. TOASTWASTER 

PRODUCTS DIVISION © 

3 fine lines each with special sales 
appeal. Toastmaster automatic 
pop-up toaster; Manning-Bowman au- 
tomatic combination grills Everhot 
deluxe automatic roasterette. Adv. 
from Retailing daily, June il2, 
1952, pe 47. Appl. author: Fred- 
erick J. Wachter. © 12Jun52; 
KK80268 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

3 fine names under one leadership. 
Everhot and Manning-Bowman, long 
fine appliance names in their own 
right, now join with Toastmaster as 
members of the McGraw Electric 
Company family. (Electric appli- 
ances) Adv. from Electrical 
merchandising, Jan. 1952, pe. l6<l7. 
Appl. author: Frederick J. Wachter. 
© lJan52; KK71630. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Ce 

Three happy thoughts to lead your 
hint parade. Manning-Bowman auto- 
matic combination grill; Toastmas=- 
ter automatic toaster; Tropic-aire 
automatic electric blanket. Adv. 
from Modern bride, Fall 1952, ps 
80. Appl. author: Frederick J. 
Wachter. © .Jul52; KK80256. 





McGraw electric co., Toastr 


waster products division, 


eleimeant. 


(Roastmaster automatic 
delphia, Printed by 


clipping. 


Print. 
Appl. author: Charles S. Lewis. 


(C) Toastmaster products division, McGraw 
electric co., Elgin, Ill.; 12Mar47; KK11187. 


ai 


sy elg 4-8-47 





McGraw electric co. Toastmaster products 
division, claimant. 

Toast..just as you like it..for a 
long, long time! (Automatic electric 
toaster) [New York, Printed by Case- 
Shepperd-Mann pub. corp.] cl19\6. 

clipping. 


Print. 
Appl. author: F. J. Wachter. 
© 5-20-h6; 2 ¢ 5-30-16; Elgin, I}1l.; 


KK $731. 
ie ef 6-196 





KK 9074 


McGraw electric company, Toastmaster 
products division, claimant 
The toast that adds profit to every wiskel: 
(Automatic electric toasters) [New York, 
Printed by Lebhar-Friedman publications, inc. ] 
e1946,. 
clipping. 


Print. 
Appl. author: F. J. Wachter. 
9-30-46; 2 © 1022-46; Elgin, Ille; 


KK 9074, 
& mge 1-2-47 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toast merchandiser that builds count- 
er traffic. Toastmaster automatic 
pop-up toasters. Adv. from Foun- 
tain & fast food, Dec. 1952, p. 16. 
Appl. author: Edward J. Grabow. 
© 30Nov52; KK82960. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, ° 
Toast more than 16 slices per minute, 

Toastmaster. [Prom College & ~ 


versity business, Nov. 1950, p. 61] 
© 8iov503 KK58215. 


Sheet. (61)) 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division Oc 
Toas jamboree. Toastmaster Toast 
‘n Jam set. [From Saturday evening 
post,’ $s te 235 15 90, 3 109] 
Sheet. 20sep503 KK5),869. 


i? nov 10 1950 





KK 9076 


McGrew electric company, Toastmaster 
products division, claimant 
The toast that adds profit to every plate! 
(Automatic electric toasters) [New York, 
Printed by Ahrens pub. coe, inc.] 01946, 
clipping. 


Print. 
Appl. author: F. J. Wachter. 
©) 10-5-46; 2 © 10-22-46; Elgin, Illes 


. KK 9076, 


mge 1-2-47 





KK 8013 


McGraw electric compamy, Toastmaster 
products dividion, claimant 
The toast that does more to earn you 
more. (“utomatic electri¢ toaster) Tiew 
York, Printed by Ahrens,pub. co., inc. 


e196. 
clipping. 


Print. 
Appl. author: Frederick J. Waht:er. 
©.1Dedh6; 2c 5Jank7; author, Elgin, I11-; 


KK 601 
é = hq 2-8-7 





KK 8012 


McGraw electric company, Toastmaster 

products division, claimant 

The toast that does more to earn you 
mores (4utomatic electric toaster 
[Orange, conn., Printed by Lebar Friedman 
publications, inc.] c19k6 

clipping. 


Appl. author: Frederick J. Wachter. 
© 1Dech6; 2c 5Jank7; author, Elgin, I11.; 


KK 8012. 


os hq 2-8-7 





KK 8010 


McGraw electric ompany, Toastmaster 

products division, claimant 

The toast that gives you most for your 
money! (#utomatic electric toaster) 
[Chicago, Printed by Modern hospital pub. 
co.] cl9)6. 

clipping. 


Print. 

Appl. author: Frederick J. Wa‘chter. 

© 1Dedl6; 2c 5Janl7; author, Elgin, I1l.; 
KK 8010. hq 2-5-7 





KK 9611 


McGraw electric company, Toastmaster products 

division, claimant 

The toast that increases your sales checks! 
(Automatic electric toasters) [Chicago, Printed 
by Domestic engineering co.] c1946,. 

clipping. 


Print. 
Appl. author: Frederick J. Wachter. 
(c)11-5-46; 2 ¢ 11-26-46; Elgin, Ill.; 


KK ‘9611. 


lg 1-30-47 





KX 8903 


McGraw electric company. Toastmaster 
products division, claimant. 

The toast that makes today's high- 
priced foods go further! (Automatic 
electric toaster) [New York, Printed 
by Lebhar-Friedman publications ]c1947. 


clipping. (Ad no. 395) 


Print. 
Appl. author: Frederick J. Wachter, 
© S3lJan47; author, Elgin, I11.; 


KX 8903 
we elg 3-35-47 





KK 10472 


McGraw electric company. Toastmaster 
products division, claimant. 

The toast that makes today's high- 
priced foods go further! (Electric 
Toastmaster automatic pop-up toasters) 
[Chicago, Printed by Erwin Wasey & co.] 
e197. 

clipping. 


Print. 
© 1Feblsx7; author, Elgin, Ill.; kk 


104,72. 
Se afp 5Marl,7 





10717 


McGraw electric co. Toastmaster, 
products division. claimant. 

The toast that makes today's high- 
priced foods go further! (Toastmaster 
automatic pop-up toasters) (Chicago, 
Printed by Domestic engineering co. ] 


© 1947. 
clipping. 
Print. 
Appl. author: Frederick J. Wachter. 
author, Elgin, Ill.; 5Feb\7; 


KK 10717. 


i pam 3-1)-)7 





KK 9075 


McGraw electric company, Toastmaster 
products division, claimant 
Toast that's always perfect saves time 
and pleases patients! (Automatic electric 
toasters) [Chicago, Printed by Modern 
hospital pubs co., ince] 1946. 


clipping. 


Print. 
Apple author: F. J. Wachter. 
(¢) 10-1-46; 2 ¢ 1022-46; Chicago; KK 9075. 


& mge 1-2-47 





KX 8651 


McGraw electric company. Toastmaster products 
Givi SieS, Sreceente 
The toast that's always profitable--profitable 
all ways! Every slice that pops up es. (Automatic 
electric toaster) [New York, Printed by 
Service publishing corp.] ¢1947. 
clipping. 


Print. 


Appl. title: Every slice that pops up. 


1, author: Frederick J. Wachter, 
OPPaianit author, Elgin, b es SS KK 8651. 


& elg 3-7-47 





MOGRAW ELSCTRIC COMPANY, Toas bus bow 
Products Division ©, 

A toaster for every hospital neod, 

Toastmaster, [From Hospital pur 


chasing file, anmal, pe Be 
19] Shnet. «58 3) © Fine 27Nov503 
EK58216, 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

A toaster for every hospital need. 
Toastmaster automatic pop-up 
toasters. (Toaster roll and food 
warmers) Adv. from Hospital pur- 
chasing file, annual 1952-53, 29th 
ed., pe. 26. Appl. author: Fred- 
erick J. Wachter. © 150ct52 (in 
notices 1950); KK82951. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
"Toaster inventory? ... not mel" 
Sheet. © 22Apry9; KK38050. 





KK 94438 





- 


McGraw electric company. Toasmaster 
products division, claimant. 
The toaster most people want! 

(Automatic electric toasters) {Chi- 

cago, Printed by Erwin Wasey & co.] 


e196. 
clipping. 


Print. 
Appl. author: F. J. Wachter. 
© 10-23-46; 2 c 11-20-46; Elgin, 
Tll.; KK 9438. 
mgc 1-1-7; 
afp 2-1-7 


MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 


/& toaster size for every need. 
Keeps foods hot and oven-fresh 
for hours!’ (Toaster, waffle 
baker, roll and food warmer) 


Sheet. ® 5Mar50; KKi.7677. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division © 

A toaster size for every need. 
Toastmaster. [From Institutions 
catalog directory, 1951, p. 71] 
(Toasters, roll and food warmers, 
waffle bakers) Sheet. (611) 
© 28nec50; KK60592. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
oaster sige for every need] Whe- 
ther you serve 125 or up to 
1000 ees Toastmaster. Sheet. 
© 50Mar50; KK50612. 





MCGRAW ELECTRIC CO, Toastmaster 
Frocucts Division, Elgin, Tll. 
Toaster sizes that save you 
~ money! (Autometic toaster) 

Clipping. © 19Seph73 KK16255. 





MCGRAW ELECTRIC CO. Tosstmaster 
Products Division, Elgin, 111. 
Toaster sizes that save you 

‘money! Clipping. © 4 Seph73 
KK16252. 





McGraw electric company. Toastmaster 
products division, claimant. 

The toaster that ends bread waste. 
(Automatic toaster) [Chicago, Printed 
by Domestic engineering co.] ¢c19k7. 

clipping. 


Print. 

Appl. authors; Frederick J. Wachter. 

© McGraw electric co., Toestmaster 
products division, Elgin, Ill.; 5Marl7; 


KK1161), 
@ afp 17Aprh7 





McGraw electric company. Toastmaster 
peocucts division, claimant. 
@ toaster that ends bread waste. 
(Electric toaster) [New York, Printed 


by Lebhar-Friedman publications, ine.) 
cl9h7. 


clipping. 


Print. 

Appl. author: Frederick J. Wachter, 

© McGraw electric co., Toastmaster 
products division, Elgin, I1l.3; 10Marl7; 


KK11),.23. @ afp 1éAprh7 





KK 8009 


McGraw electric company, Toastmaster 

products division, claimant 

The toaster that lasts! (Automatic elec- 
tric toaster) [fhiladelphia, Printed by 
Curtis pub. co.] c19)6. 

clipping. 


Print. 


Appl. author: Charles S. Lewis, jr. 
© 1Dech6; 2c 5Jank7; authpr; Elgin, I11.; 


KK 8009. kG 
iia Sn 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 
The toaster with “tailor-made" capac- 
ity. (Automatic toaster) Clipping. 


© 5Sep8; KK50155- 





' KK 9072 





MoGraw electric company, Toastmaster 

products division, claimant 

Toastmaster automatic pop-up toasters; a 
model to meet every restaurant requirement .. 
2 to 16 slices per minute§ (Automatic electric 
toasters) [New York, Printed by Ahrens pub. 


eco., inc.] 61946, 
clipping. 


Print. 

Appl. title: Large capacity. 

Apple author: F. J. Wachter. 

‘) 9-25-46; 2e¢ tig 10-22-46; Elgin, 
Illes KK 9072. mge 1-2-47 


MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division G 
Toastmaster automatic waffle baker} 
no more waffle sticking, Card, 
(DAA50) © 15Mar503; KK5515). 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION Cy 
Toastmaster bun toasters help glori- 
fy Wimpy, the Glorified Hamburger 
speed turnover for Wimpy Grills, 
inc. Adv. from Chain store age, 
Jans 1953, pe 38639. Appl. aue 
shew Edward J. Grabow. © 5Jan533 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster bun toasters help glori- 
fy Wimpy, the Glorified Hamburger. 
2-slot model. Adv. from Resteu- — 
rant equipment dealer, Apr. 1953, 
pe 66-67. Appl. author: Frederick 
J. Wachter. © 25MarS53; KK65606. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division Cy 
Toastmaster he f Saturday 


evening post, Dec. FN 6 Pe SESU 
sans’ ete.) Sheet. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
Toastmaster offers you this complete 
retail advertising service, frees 
Ad no, 7180, (Electrical applian« 
ces) Folder, (D17«0) © ikJdun50; 
KX55158.» 





MCGRAW ELECTRIC CO. Toastmaster 
Products Division, Elgin, Ill. 
Toastmaster products come in 

Sizes to suit your needs} 
(Automatic toaster) Clipping. 
© 12Seph7; KK16253, 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster products for food that 
will please your customers. 
(Toasters, food warmers, etc.) 
Polder. © 25Sep51; KK6Sh, 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster products keep the sales 
door open for youl (Automatic 
toaster, waffle baker etc.) 
Clipping. © 25Junk8; xK20530. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster products save serving 
time. (Automatic toaster, waffle 
baker etc.) — a 
© 18augh8; xx28528. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toastmaster roll and food warmers. 
ey American restaurant magazine, 
May 1951, pe 26-27) Sheet. 
© tomay5i; KK62263. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division G 
Toastmaster roll and food warmers. 
on lg oa 2. 
dea , June 19 Pe 52-55. 
© 25May513 mxépe2b~ 


@ « 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION Cy 
Toastmaster roll and food warmers 

help voost turnover at Gimbel's 
Roost. (Roll & food warmers) 
Adv, from American restaurant, 
Sept. 1952, pe 5859. Appl. au- 
thors Frederick J, Wachter.. 

© 10Aug523 KK82955~ 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Gy 

Toastmaster roll and food warmers 
help boost turnover at Gimbel's 
Roost to 51 customers per seate 
Toastmaster products. (Roll and 
food warmers) Adv. from Restau- 
rant equipment dealer, Dec. 1952, 
pe 67. Appl. author: Frederick 
ds Wachter. © 25Nov523 KK82956 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster roll and food warmers 
help earn the name "miracle restau~« 
rant" for Van de Kamp*s es. Sheet 
from Pood service news, Nov. 1951, 
Pe 38839. © 1lNov51; KK66060. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster roll and food warmers 
help earn the name Miracle Restau- 
rant for Van de Kamp's on Los 
Angeles' miracle mile. Adv. from 
Restaurant equipment dealer, 

Feb. 1952, p. 6-7. Appl. author; 
Frederick J. Wachter. © 25Jan52; 
KK71628. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Product Division ©. 
Toastmaster roll and food warmers; 
keep foods hot and ovenefresh for 
= ‘ Polder. (C1L7+0) © 23Aug503 


,1 0 gn 
yor 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division © 
Toastmaster roll and food warmers 
help Hugh Grey Hosiery Mill ees 
Sheets from oo restaurant 
magazine, July 1951, pe. 6-65. 
© 1050151; KK64,763. 


d 
ey Sep 10 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

Toastmaster roll and food warmers 
help Hugh Grey Hosiery Mill ee. 
Sheets from Restaurant equipment 
dealer, Auge 1951, pe 10-11. 
© 25301513 KK6),76),. 


ey SEP 10 1951 





MCGRAW BLECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toastmaster roll and food warmers 
keep 43,200 rolls ... Sheet. 
© 7Sepy9; KKU3856. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster roll and food warmers 
keep 43,200 rolls per month hot and 
delicious for Clark's Yorktown at 
only $5455 Adv. from Restaurant 
eq t dealer, Apr. 1952, ps l=5. 
Appl. author: Frederick J. Wachter. 
© 25MarS52; KK732)7. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster roll and food warmers 
speed hot food from kitchen to 
patient. Adv. from Journal of 
American Dietetic Association, 
fame 1953, pe 79. Appl. authors 

Edward J. Grabow. © 9Jan53; 
KK63846. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster roll and food warmers 
speed raat ge — gg 
tutions magaz July 19515 De ° 
© 5$3ul51; £K63621. . 


@ x 





MCGRAW ELECTRIC COMPANY, Toastmaster 

Products Division U. 

Toastmaster roll and food warmers 
speed service and cut labor costs. 
[From Restaurant management, 

Mar. 1951, pe 55] Sheet. © Siar51; 
KK61675. 


MAY 23 1984 





MCGRAW ELECTRIC COMPA NY. TOAS MASTER 

PRODUCTS DIVISION ©. 

foastmaster roll and food warmers 
speed service and cut labor costs. 
Adv. from Restaurant equipment 
dealer, Sept. te 3 pe 22. Appl. 
author: Prederic - Wachter. 
© 25Aug52; KK80262 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Ce 

Toastmaster roll and food warmers 
speed service and cut labor costs. 
Adv. from Restaurant management, 
Septe 1952, pe 112. Apple author: 
Frederick J. Wachter. 58ep523 
KK80263.~ 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION Gp 

Toastmaster roll and food warmers 
speed service and cut serving 
costs. Adv. from Journal of the 
American dietetic Association, 
Octe 1952, pe 993- Apple author: 
Prederick J. Wachter. © 1Sep523 
KK80259. 





MCGRAW BLECTRIC COMPANY. Toastmaster 

Products Division ©, 

Toastmaster roll and food warmers 
speed service for Dewey's. Sheet 
from American restaurant onthe 1951, 
Pe 56-57. © 10Nov51; KK6808 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Toastmaster roll and food warmers 
speed service for Dewey's, 
America's largest hot dog stand. 
Adv. from Restaurant equipment 
dealer, Dec. 1951, p. 320536 
Appl. author: Frederick J, 
Wachter. © 25NovS1; KK68995. 


JAN 31 1959 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster, the ability to plan, 
the facilities to produce. 
(Toasters, roll and food warmers) 
17 pe © 13Apr51; KK61680. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toastmaster Toast 'n Jam set. Snack- 

time favorite of the whole family. 
(Toasting set) Sheet. (D180) 
© 12Jun50; KK51706. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©, 
Toastmaster toaster oo 
{ American restaurant, 
1 ; e 20=22] Sheets, *© BsanSis 
a 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division @ 

Toastmaster toaster flexibility fits 
cafeteria needs perfectly ... 
{From Restaurant equipment dealer, 
Feb. 1951, pe 36-37] Sheets. 
(62l,) 25Jan51; KK60596. 


e oo 
wn 





KK 4419 


4oastmester products 

Givision, claimant 

«+ Toastmaster toasters are back againt 
(Automatic electric toaster) [Chicago, Printed 
by Modern hospital pub. co.] c1946. 

clipping. ; 

At head of title: Economical to operate ... 

Prints 


Application author: Frederick J. Wachter. 
€@)$-11-465 2 ¢ 6-24-46; Elgin, I11.; 


KK 4419, mge 7-23-46 





McGraw electric co., Toastmaster pro- 
ducts division, claimant 
Toastmaster toasters are back again! 
(Automatic electric toaster) {New York 
Printed by Chain store age fountain res- 
taurant] c19l6. 


clipping. 


Print. 
Application authors F. J. Wachter. 
© 5-15-6; 2 c 5-18-46; Elgin, Ii1l.; 


KK 3301. 
S ef 6-11-6 





KK 596 


McGraw electric co. Toastmaster products 

Givision, claimant. 

Toastmaster toasters are back again! 
(Electric toasters, automatic, commercial 
[Orange, Conn., Printed by Lebhar-Fred- 
man publications, inc.] € 196. 


clipping. 

Print... 

Appl. author: 

@ 1-10-16; 2c 
KK 596. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toastmaster toasters get closer to 
oint =f service! Sheet. © 
‘Senk 


8; KK21)97. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster toasters help Evans, inc. 
turn “after-breakfast slack" into 
busy, profitable volume! [From 
Hotel management, May 1950] 

Sheets. © 8may50; KK50616. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster toasters help Evans, inc. 
turn “after-breakfast slack" into 
busy, profitable volumet [From 
Restaurant equipment dealer, May 
1950] Sheets. © 21Apr50; KK50615. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster toasters help "Harvey's 
Drive-In" serve up to 4300 
customers every zl; hours. [From 
American restaurant, Mar. 1951, 
Pe 30-31] Sheet. © 10Mar51; 
KK61676. 


@ MAY 23 1957 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Toastmaster toasters help "Harvey's 
Drive-In" serve up to 4800 
customers every 2l; hours. Mr. Rest~- 
aurant equipment salesman. 

[Prom a tag corn dealer, 
Apr. 1951, pe 4-5 Sheet. 
© 26Mar51; KK61677. 


er MAY 23 1951 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster toasters help London 
House keep food quality high. 
London House at the bridge ... 
Appl. author: Frederick J. Wachter. 
Adv. from Food service news, May 
1952, De 6<7. © 1May52; KK74,390. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster toasters help Percy 
Brown's maintain foods of dis- 
tinction. Adv. from American 
restaurant, Jan. 1953, p. 52-53. 
Appl. authors: Edward J. Grabow. 
© 10Jan53; KK82953. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Toastmaster toasters help Persy 
Brown's maintain foods of distince 
tion. Adv. from Restaurant equipe 
ment dealer, Feb. 1953, p. 4.89. 
Appl. author: Edward J. Grabow. 
© 23Jan533; KK838)2. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

Toastmaster toasters help The Dia« 
monds maintain daily turnover ee. 
{Prom oO en as : + Sie eal 
ee 9 @ Pe 2= ) Sheets. 

© 2hNov503 KK58217. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

Toastmaster toasters help The Dia« 
monds maintain dally turnover of 
16 customers per seat} [Prom Amer+ 
ican restaurant, Sept. 1950, pe 26+ 
27] Sheets. (60 
KK5),867. 


7) © 8sep50; 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division @> 
Toastmaster toasters help Winfield 
Drug Stores, inc. serve 4,000 people 
per day. panel from 195), oy a 
taurant magaz ecésbu, » Pe 566 
576 © 8Sep51; KK66301. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
foastmaster toasters help Winfield 
Drug Stores, inc. Sheet from Res- 
taurant equipment dealer, Oct. 1951, 


DEC 1 4 195) 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
The Toastmaster waffle baker stops 
waffle sticking! (Waffle baker, 
roll and food warmers) Sheet. 


© 13mMayh9; KK0865. 





ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

Toastmaster's add-a-unit plan saves 
your hospitel money. Four-slice 
model. (Toaster) Adv. from 
Journal of American dietetic Asso- 
ciation, Mar. 1953, p- 213. Appl. 
author: Frederick J. Wachter. 
© 10MarS3; KK65609. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION © 

Toasts more than 500 half-buns an hour. 
In less than a foot of counter space. 
(Toaster) Adv. from Institutions, 
May, 1952, pe 17h. Appl. author: 
Frederick J. Wachter. © 5May52; 
KK74.392. 





MCGRAW ELECTRICAL COMPANY. Toastmaster 

Products Division © 

Toasts more than 500 half-buns an 
hour = speeds service and increases 
turnover. gore sob {Prom Ine 
stitutions magazine pt. 1950 
pe 109]" Shoot. (60h) © hsopses 
KK5),865 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toasts more than 500 half-buns an 
hour ..- Toastmaster bun toaster. 
Sheet. © 280cth9; KK43857. 





MCGRAW ELECTRIC COMPANY, Toastmaster 
Products Division ©, 
Toasts more than 500 half-buns 
an hour, Toastmaster bun toaster. 
{Prom Institutions magazine, 
May 1951, pe 7] Sheet. © iMay5l; 
KK61679. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toasts more than 1000 slices per hour! 
(Automatic toaster) Clipping. 
© 5Jank9; KK353855. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toasts more than 1000 slices per hour. 

Toastmaster, [From College and U- 
niversity businéss, Sept. 


Pe Pret ate, Sheet. (612) © Bsecsts 





MCGRAW ELECTRIC COMPANY. Toastmaster 


Products Division > 
foasts more than 16 slices per min- 
ute: (Automatic electric toaster) 


Sheet. © 29Ju1)9; xkl0857. 





MCGRAW ELECTRIC CO., Toastmaster 
Products Division, Elgin, Ill. 
Toasts more than 16 slices per 

minute. (Automatic toaster) 
© 20Sepl:7; KK172348. 





MCGRAW ELECTRIC CO., Toastmaster 
Products Division, Elgin, Ill. 
Toasts more than 16 slices per 


minute. (Automatic toaster) 


© 90cth7; KK17239. 





MCGRAW ELECTRIC CO., Toastmaster 
Products Division, Elgin, 111. 
Toasts more than 16 slices per 

minute. (Automatic toaster) 


© 60cth.7; KK1720. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toasts more than 16 slices per minute! 
(Automatic toaster) Clipping. 
© 25pdech,8; xK35385). 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
foasts more than 16 slices per minute. 
Toastmaster. Sheet from Institue 
tions, Octe 1951, p« l2ke 
© 13Sep51; KK68077. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toasts more than 250 half-buns an 


hour eee Toastmaster bun toaster. 


Sheet. © 30Augh9; KK)385). 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Toasts more than 250 half-buns an 
hour ... Toastmaster bun toaster. 
Sheet. © 23Sep9; KK3860. 





MCGRAW ELECTRIC COMPANY. TOASMASTER 

PRODUCTS DIVISION ©, 

Toasts more than 250 half»buns an 
hour. Toastmaster bun toaster. 
Adv. from Institutions, Dec. 
1951, pe 89. Appl. author: 
Frederick J. Wachter. © 15Nov51; 
KK68996. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division @, 
Toasteways to profits Toastmaster. 
xine (C21=0) © 25sep503 


KK 


30 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION ©, 
Today's newest, most distinctly 
different toaster. From House 
& garden, dune 1953, pe 151. 
Appl. author: Frederick J, Wachter, 
© 18May53; KK88),06. 





KX 10329 


McGraw electric company, Toastmaster. 
products division, Claimant. 

A treasure for toastmakers. (Electric 
Toastmaster automatic pop-up toasters) 
[Chicego, Printed by Erwin, Wasey & Co.] 
c1947. 


clipping. 


Print. 
Appl. author: Frederick J. Wachter, 
Gzkevats author, Elgin, Ill.e; 


KK 10329 
oo elg 3-3-47 





McGraw electric company. Toastmaster 
products division, claimant. 
treasure toaster! (Automatic 
toaster ) [Chicago, Printed by 
National jeweler pub. coj] c197. 
clipping. 


Print. 

Appl. author: Frederick J. Wachter. 

© McGraw electric co., Toastmaster 
products division, Elgin, Ill.; 
10Marl,7; KK11615. 


6 afp 17Aprl7 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
Treat yourself to that Toastmaster 
"touch." The value "touch." (Au- 
tomatic electric toaster) Sheet. 


© 29augh9; KK0859. 





MCGRAW BLECTRIC COMPANY. Toastmaster 
Products Division ©. 
ust this one to have that Toast- 
master "touch". (Automatic toast~- 
er) Sheet. © 430Mar50; KK50618. 





KK 2112 


McGraw electric co. Toastmaster products div- 
ision, claimant. 

12 ways to profit with a Toastmaster roll and 
food warmer} (Roll md food warmers) [New 
York, Printed by Ahrens pubs coe] 01946. 

Clipping. 


Printe 
Application author? F. J. Wachter. 
©) 5-22-46; 2 co 5-51-46; Elgin, T1l.; KK 2112. 


@& AFP 5-15-46 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©, 

Two new additions to the Toastmaster 
line. (Waffle baker and service) 
Folder, (DBB50) © 10Freb503 
KK53161, 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division © 

Two ways to lose an argument with 
your appetite. Toastmaster automat- 
ic pop-up toaster. [From Better 
homes & gardens, Mar. 1951, p. 190] 
Sheet. (617A) © 23Feb51; KK60599. 


MAY i = 1951 





MCGRAW ELECTRIC COMPANY, Toastmaster 

Products Division @, 

Use these sales promotion helps to 
bring you customers for the new 
Toastmaster waffle baker and waffle 
Services, Nos 319 «ee ‘ Sheet, (DEE 
50) © Smar503 KK53162, 


OCT 2 - i959 





VCGRAW ELECTRIC COMPANY, Toastmaster 
Products Division G 
Waffles are way up in profits. Toast- 
master automatic waffle baker. 
Sheet from Institutions, Sept. 1951, 
Pe 330 © SSep51; KKOSK Sh. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION ©. 
Waffles are way up in profits. 
(Waffle baker) Adv. from Fountain 
and fast food, Aug. 1952, pe 6- 
Appl. author: Frederick J. Wachter. 
© 30du152; KK77270. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Waffles sell around the clock. Toaste 
master. (Waffle baker) Sheet from 
Institutions, — as Pe 326 
© 130ct51; KK6806 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©, 

Waffles sell around the clock at 
69 o/o to 79 o/o gross profit. 
Toastmaster automatic waffle baker. 
Adv. from American restaurant, Dec. 
1952, p. 29. Appl. author: Fred- 
erick J. Wachter. © 10Dec52; 
KK82959. 





MCGRAW. ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION G. 

Waffles sell around the clock at 
69 0/0 to 79 0/0 gross profit. 
Toastmaster automatic waffle baker. 
Adv. from Restaurant dealer, Nov. 
1992. Pe 2. Appl. author: Preder- 
ick J. Wachter. @ 250ct52; 
KK80267. 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Werm her heart with a Toastmaster 
gift. For parties that almost give 
themselves. (Toaster set) Folder. 
(D15-0) © 29May50; KK51705. 





KK 5756 


McGraw electric co., Toastmaster products 

division, claimant 

"Wasn't I clever - to wait!" (Automatic 
electric toaster) [New York, Printed by 
Hearst magazines, inc.] c1946, 

clipping. 


Print. 

Appl. author: Charles S. Lewis, jre 

(co) 8-20-46; 2 ¢ 8-29-46; Elgin, I1l.; 
KK 5756. 


mge 11-7-46 





KK13161 


McGraw electric co. Toastmaster products 
_division, claimant. 
le Watch it work. 2. Taste thé foods 
ee» (Automatic toasters) [Boston, Printed 
by Hotel service, inc.] c197. 
clipping. 
Print. 


Appl. author: Frederick J. 
© McGraw electric co., 


products division, Elgin, Ill.; 26Aprl7; 


Wachter. 
Toastmaster 


KK13161. 
25Junh7 rs 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division ©. 

Whatever your hospital's size, 
therets a Toastmaster toaster ee 
Sheet from Modern hospital, Nov. 
1951, pe 115. © 1Nov51; KK68076. 





MCGRAW aEaEnES COMPANY. Toast~ 
master Products Diviston ©. 
hen can I get more Toastmaster 
‘toasters? [Adv.] (In Electrical 
dealer, Dec., 1917, pe 7) 
© 10Ddech7; 85-575. 





McGraw electric co., Toastmaster product¢ 
division, claimant 
Why is the Toastmaster toaster the 
most profitable to handle? (Automatic 
electric toaster) [New York, Printed 
by Electrical merchandising] c19h6. 


clipping. 


Print. 
(® 5-15-l.6; 2 c 5-18-l6; Elgin, Ill; 


KK 4302. 


ef 6-11-l.6 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division @ 

The wise toaster choice for now and 
the future. Toastmaster automatic 
pop-up toasters. [From Fountain 
service, Feb. 1951, p. 49] 

Sheet. © 10Peb51; KK60597. 


MAY 1 ~ 1951 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division 
The wise toaster choice for now and 
the future. The Toastmaster toaster. 
{From American restaurant magazine, 
Feb. 1951, Ps; 30) Sheet. 
© 9Feb51; KK6059). 





MCGRAW ELECTRIC COMPANY. Toastmaster 

Products Division U. 

"With the Toastmaster roll and food 
warmer I serve more people, in less 
time ... Sheet. © 2augli9; 
KK,0861. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 
PRODUCTS DIVISION Cy 
World's most distinctly different 
toaster «se. From the Saturday 
evening post, June 135, 1953, pe 
167. Appl. author: Frederick J. 
Wachter. © 10Jun53; KKS88)0l. 





MCGRAW ELECTRIC COMPANY. TOASTMASTER 

PRODUCTS DIVISION ©. 

World's most distinctly different 
toaster. New Toastmaster super de«- 
luxe toaster. From House beautiful, 
Frederick J. Wachter. © 29Apr53; 


KK86969 o 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
You have a date with appreciation. 
Toastmaster. (Toaster) Sheet from 
the Saturday evening post, Nov. 3, 


& DEC 14 195) 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
ou! get “oh's” and "ah's" galore 
with this grand new waffle ser- 
vice! Toastmaster. Sheet. 
© 26apr50; KK50605. 


JUL 1.0 1950 





KK 1911 


McGraw electric co., Toastmaster products division, 
claimant. 

You'll sell more because folks see more in the 
Toastmaster toaster. (Electric automatic toaster) 
[New York, Printed by Fairchild publications] c1946 

clipping. 


Print. 
Application author: F. J. Wachter. 
3-14-46; 2 c 3-26-46; Elgin, Illes; 
KK 1911. 


wf 4-25-46 @ 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division ©. 
ou're a st sure to get a Toast- 
master toaster. Sheet. © lmMay)9; 
Kx38031. 





MCGRAW ELECTRIC COMPANY, Toastmaster 
Products Division ©, 
You're almost sure to get a Toast= 
master toaster. [From the Brides 
erensine,. summer 17s Pe 163] 


Sheet. 50Apr5l3; KK023507. 





MCGRAW ELECTRIC COMPANY. Toastmaster 
Products Division CU. 

Youtre headed for nage inesst i 3 
matic toaster) Clipping. © 1&@eti7; 
KK20100. 





McGraw electric co. Toastmaster products 
division, claimant. 

Yours for perfect toast every time} 
(Automatic electric toasters) [New 
York, Printed by Case-Shepperd-Mann 
pub. coe) © 194.6. 


clipping. 

Print. 

Appl. author: F. J. Wachter, 

© 1-15-46; 2c 1-25-63 Elgin,. Ills; 
KK 680. Re 





KK 2770 


McGraw electric co. Toastmaster products 
division, claimant. 
Yours for years of tasty toast! 
(Automatic electric toasters) New York 
Printed by Case-Shepperd-Mann publishing 


corp.] © 196. 


clipping. 

Print. 

Appl. author: 

© -22-6; 2c 
KK 2770. 6-3-6 rs 


ari 
‘a 


| 


r Wachter. 


ped J. 
-28-l6; Elgin, I11.; 


! 
7 





KK 6236 





McGraw electric cos, Toastmaster products 

div., claimant 

Yours is on the way! (Automatic electric 
toasters) [New York, Printed by Restaurant 
management] c1946. 

clipping. 


Print. 
Appl. author: Frederick J. Wachter. 
@) 9-10-46; 2 c¢ 9=2]1-46; Elgin, Ill.; 


KK 6236. 
@ mge 11-12-46 


wg ——— COMPANY. TROPIC-AIRE, 
NC. os rf 
Automatic cooking anywhere you say. 
Everhot. (Roasterette) Adv. from 
Collier's, Oct. hk, 1952, pe hh. 
Appl. author: Frederick J. Wachter. 
© hOctS2; KK85052. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 
INCo Ds iniecumnepa a Bi 
Completely new Tropic-Aire automatic 

blankets. Sheet. Appl. author: 
Prederick J. Wachter. © 15Jul52;3 
KK81)19. 





_— ——— GOMPANY. TROPIG-AIRE, 
Gy Oe 
Gook' and serve right at the table, 
Everhot all-purpose roasterette, 
Adv. from Collier's, Sept. 20, 
1952, Pe 76. Appl. author: Fred- 
erick J. Wachter. © 20Sep523 
KK85053. 





MCGRAW suubenes COMPANY. TROPIC@AIRE, 
In OT a 
Everhot deluxe roaster oven. On Moth-= 

er*s Day or for the bride. Everhot 
deluxe automatic roasterette ce-« 
Everhot rangette. Adv. from Col«# 
liers, May 2, 1953, pe 45. Appl. 
author: Frederick J. Wachter. 
© 2¥eb53; KK85603. 





MCGRAW ELECTRIC COMPANY. TROPIC} 
AIRE, INC. ©. wees se 
Everhot Rangette, compact cooking 
at its best. Here is the real 
answer to cooking in close quarters. 
Sheet. Appl. author; Frederick J. 
Wachter. © 15¥ebS2; KK732),0. 





MCGRAW ELECTRIC COMPANY. ‘TROPIC@AIRE, 
NC» 
Everhot roaster ensemble. Complete 


cooking, timing and storage facile 
ities. Sheet. Appl. author: 
Frederick J. Wachter. © |Jun523 


te 





MCGRAW BERORAXG COMPANY, TROPIC-AIRE, 

Inc. ©. 

Everyone sleeps better with Tropic- 
Aire electric bed coverings and 
for every reason. T63B-6. Pame- 
phiet. Appl. author: D. E. . 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 


INC. ©, 

Friendly warmth wherever you want it. 
Tropic-Aire fan-type heater. Adv. 
from Collier's, Mar. 7, 1953, pe 
S2. Appl. author: Frederick J. 
Wachter. © 7Mar533 KK&\4652. 





MCGRAW ELECTRIC COMPANYs TROPIC@AIRE, 
INCs Oe 
Full-scale cooking in any little cor- 
ner. Everhot rangette. Adv. from 
Collier's, Nov. 1, 1952, p. \8. 
Appl. author: Frederick J. Wachter, 
© 1Nov52; KK&4650. 





TROPIC=AIRE, 


MCGRAW ELECTRIC COMPANY. 

INC. 

FPullescale cooking in any little 
corner, Everhot rangette. From 
Collier's, May 30, 1953, pe 69. 
Appl. author: Frederick J, Wachter. 


© Tropic-Aire, inc., subsidiary of 
McGraw Electric Coss 22May53; 
KK88h1 





wat — COMPANY. TROPIC-AIRE, 
& se 
Give her cooking ease this Christ- 
mas. Everhot cooking appliances, 
Adv. from Collier's, Dec. 13, 
1952, Pe 12. Appl. author: FPred- 
erick J. Wachter. © 13Dec52; 
KK84,651 





MCGRAW ELECTRIC COMPANY. TROPIC~- 

AIRE, INC. ©. 

Introducing the sensational new 
Everhot roaster oven. Model 952, 
automatic electric cooking at its 
best ... Everhot roaster utili- 
table. Model 953, the perfect ac- 
cessory for the new Everhot 


roaster oven ... (Electric ap- 
pliances) Sheet. Appl. author: 
J. D, Elgin. © 30Dec523 KK61920. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 

INCe 

Low-cost slumber luxury with the new 
Tropic-Aire electric sheet. Sheet. 
Appl. author: Frederick J. Wachter. 
© Tropic-Aire, inc., subsidiary of 
MeGraw Electric Co.3 22iay533 
KK876. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 

Inc. 

Marketed with the retailer in mind. 
New Tropic-Aire electric sheets. 
Sheet. Appl. author: Frederick J. 
Wachter. © Tropic-Aire, inc., 
subsidiary of McGraw Electric Co.; 
22May53; KK87610. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 


sd 

Most complete line of electric bed- 
coverings in the industry, Elec} 
tric blankets cands sheets, From 
Electrical merchandising, July 
1953, Pe 24—25, Appl, authors 
Frederick J, Wachter, © Tropice 
Aire, inc., subsidiary of McGraw 
Electric Coss 1dul53; KK88)11, 





MCGRAW ELECTRIC COMPANY. TROPIC@AIRE, 
INCes 
New Everhot roaster oven. Form T 53 
100, Sheet. Appl. author: D. Ee 
Roettger. © Tropic+Aire, ince, 
subsidiary of McGraw Electric Coe; 
10Jul533 KK877\1. 





MCGRAW paernae GOMPANY. TROPIG-AIRE, 

Inc. ©. 

New Everhot roaster oven. Model 952, 
automatic electric cooking at its 
best. Everhot roaster utilitable. 
Sheet. Appl. author: D. E, Rosette 
ger. © 20Mar53; KK83463. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 


c e 
Quick, cool, carefree way to cook . 
complete meals. Everhot de luxe 
roaster-oven. Adv. from Collier's, 
Oct. 18, 1952, Pe 80. App le author: 
Frederick J. Wachter. © 180ct52; 





MOGRAW ELECTRIC COMPANY. TROPIC-AIRE, 

ING., DIVISION ©. 

Sleep as you've never slept before. 
Everhot automatic electric blanket. 
Adv. from the Saturday evening 
post, Nov. 17; 1951, Pe 136 
Appl. author: Frederick J. Wachter. 
© 7NowS1; KK68991. 





MCGRAW ELECTRIC COMPANY. ROPIC@AIRE, 
INCe Oo 
Sleep like a baby under a Tropice 
Aire electric bedcovering. Fold- 
er. Appl. author: D. E, Roettger. 
© 6May53; KK85214. 





MCGRAW ELECTRIC COMPANY. TROPIC- 

AIRE, Inc. ©. 

Sleep like a baby under your new 
Tropic-Airé automatic electric 
sheet. Pasiphlet. [Form] 1T63- 
20M. Appl. author: D. E. Roettger. 
© Sdun53; KK86255. 





MCGRAW-ELECTRIC COMPANY. TROPIC- 
AIRE, INC. ©- ei Rag 
Tropic-Aire-Everhot electric 

housewares for cooking and 
comfort. Folder. Apple 
author: J- De Elgine © 22Sep52; 
KK78766. 





we ELECTRIC COMPANY. TROPIC=AIRE, 
HC. : 

TropiceAire offers you the most com» 
piete line of electric bedcover= 
ings. Folder. Appl. author: Fred- 
erick J. Wachter. © Tropic-Aire, 
inc., subsidiary of MeGraw Electric 
Cos$ 22May533 KK87612. 





MCGRAW ELECTRIC COMPANY. TROPIC@AIRE, 
INCes 
TropiceAire offers you this complete 
retail advertising service, free. 
Automatic electric blanket. Fold- 
er. Appl. author: Frederick J. 
Wachter. © 15Sep52; KK81),18. 





MCGRAW ELECTRIC COMPANY. TROPIC@AIRE, 
INCe 
Tropice-Aire, the electric blanket 
that's |, ways new for '52. 
Folder. Appl. author: Frederick 
Je Wachter. © 15Sep523 KK61),21. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 

ING, ©» 

Warmth without weight brings deep, 
relaxing sleep. The new Tropic-~ 
Aire automatic blanket maintains 
any degree of warmth you want. 
Adv. from House beautiful, Oct. 
1952, pe 125. Appl. authors 
Frederick J. Wachter. © 250cet523 

9. 





MCGRAW ils COMPANY. TROPIC-AIRE, 

INCs ©. 

You and your Tropic~Aire automatic 
electric blanket. Perfect comfort, 
perfect rest, perfect relaxation. 
Pamphlet. Appl. author: J. D,. 





MCGRAW ELECTRIC COMPANY. TROPIC-AIRE, 
INC. Oe 
You owe yourself a good night's 
Sleep. Tropic-Aire automatic elec- 
tric blanket. Adv. from Collier's, 
Nov. 8, 1952, pe 31. Appl. author: 
Frederick J. Wachter. © 8Nov523 


36 





MCGRAW Electric Company of Elgin. SEE 
Bussmann Manufacturing Company. 





MOGRAW@HILL, SEE 
MeGraweIiil Publishing Company, inc. 
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MCGRAW-HILL AMERICAN LETTER, 
DPS Brazilian ed, 


E © wecraw-H111 Pub. Co., inc, 
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MCGRAW-HILL AMERICAN LETTER. ER. Brazilian ed, ws/2- 
© McGraw-Hill International Corp. 
Biweekly 
ve 7, 1954, nos 


20, Octe “‘ vets B502h36. 
21, 00bs164- 0.1 60ct 53 3500712. 


22, Oct. 30. © 300ct5y; B503167. 


23, Nov. 13. © 13Nov5h; B505923~ 


2h, Nov. 276 © 27Nov5h; 8507730. 
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MCGRAW-HILL AMERICAN LETTER. Brazilian ed, 
Biweekly. © McGraw-Hill International 
Corp. 


Vel> NO~ 


26, Dec. 24, 1954. © 2hDec; B513059. 





Library of Congress 
opyright Office 
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17, Aug. 21. © 21Aug54; 493735. 


18, Sept. he ©hsSop5hs Bu9506}. 

19, Sept. 18. © 18Sep54; 2496411. 

20, Oct. 26 © 20ct5hs3 By98623~ 
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MCGRAW-HILL AMERICAN LETTER. Mexican ed. “ll- 


.- © MoGraw-Hill International Corp. 
Biweekly 
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MCGRAW-HILL AMERICAN LETTER 4pniitppine ed. 
© McGraw-Hill International Corp. 
Biweekly 
D v. 7, 1954, no. 
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2h, Nov. 27. © 27 3 B507725. 
25, Dees 11. ©1 3 BS100766 





MCGRAW-HILL AMERICAN LETTER. PHILIPPINE 
air mail ed. Biweekly. © McGraw-Hill 
International Corp. 


ve7, 1954, no. 
26, Dec. 24. © 2hDec5h; B513057. 
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‘ Copyright Office 
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MCGRAW-HILL AMERICAN LETTER. 
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MCGRAW-HILL AMERICAN LETTER, World ede <1l- 
:. © MeGraw-Hill International Corp. 
Biweekly 


ve 7, 195k, no. 


22, Oct. 30. © 30 Oot5hs; B503166. 
23, Nove 136 © 13Nov5h3 B505922. 
2k, Nov. 27° © 27Nov5h; B507731. 
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The McGraw-Hill author's book. 


MCGRAW-HILL BOOK COMPANY, INC. 

The McGraw-Hill author's book; 
details of manuscript preparation 
and book production, and notes on 
the company's history and methods 
of operation. 51 ps illus. 
© McGraw-Hill Book Co., inc., New 
York; 20Feb48; A21316. 





The McGraw-Hill author's book, 
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I. McGraw-Hill Book Co., inc. 


Library of Congress eS 
Copyright Office 





MoGraw-Hill book company, ince 


Schoch, Eugene Paul, 1871- 


General chemistry, by Eugene P. Schoch ... William A. 
Felsing ... and George W. Watt. 2d ed. New York and Lon- 
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news” : p. 99-100. 
“Sample television script” (,16; p.) inserted. 
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